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Test the gold in fire, and the friend in distress. Honesty 
is wealth.” 

—JOHN QUINCY ADAMS 

6th President of the 

United States 


EXTON products embody Sexton tradi- 
tional standards of quality and for them 
there is no substitute. They meet every 
test— whether of public palate or purveyor’s 

purse. Edelweiss Foods are marketed exclusively to and for those 
who serve the public, therefore styled to meet the public taste. At 
the same time, every feature from container to contents is determined 
with an eye to the profit of those who serve many people each day. 
To those who conduct public eating places. the extra quality of Edel- 
weiss foods brings increased customer acceptance. To those who feed 
the juvenile or the invalid, the Edelweiss label gives the assurance of 
extra quality at no extra cost. 
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SEXTON FINE QUALITY FOODS 


ALL packed without sugar or seasoning. FRUITS packed 
in the NATURAL JUICE of the FRUIT. 
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Insurance 
Against Infection 


I believe the best insurance against 
post-operative infection is the use of one 
DIACK CONTROL every time the dress- 
ing sterilizer is operated. 

The cost per sterilization is only three 
cenis, and the assurance of safety that 
a melted DIACK CONTROL can give is 
worth a lot more than that. 


Remember that pressure gauges, re- 
cording clocks and even thermometers 
placed in the air outlet are means of 


pir soo eee checking temperature OUTSIDE the 
the load is the load is perfectly a ; A DIACK C ONTROL : th 
DANGEROUS SAFE ressings. ON is the 


REMAIN 
THE STANDARD 


The Melted Red Tablet Identifies QD 2.4 Cntob 


simplest means of checking heat pene- 
tration at the CENTER of the load. 


A. W. DIACK 


5533 WOODWARD AVE. 


DETROIT, MICH. 
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The WALL Model Lifetime 
Baumanometer is highly prac- 
tical for out patient departments, 
doctors’ examining rooms or 
anywhere a central place for ex- 
amination is maintained. It is not 
necessary to remove the screws 
from the wall to clean the glass 
cartridge tube. Scientifically 
accurate — guaranteed against 
glass breakage—highly legible 
scale. Double-headed screws to 
simplify mounting are supplied 
with each instrument. 

Calibration 300 mm. 

Size 4% x 14 inches. 

Complete with inflation system, 6 ft. of 


tubing, screws and guards, all ready to 
be attached tothe wall . . $25.00 


N Lifetime 


STANDARD FOR BLOODPRESSURE 


W. A. BAUM CO. Inc. New Yorx 
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American Hospital Supply Corp. Chicago, Il. 
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Angelica Jacket Co. St. Louis, Mo. 
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WHO COOPERATE TO SERVE 
MERIT YOUR SUPPORT 


The Hospital Exhibitors’ Association attracts a high type 
of membership. Your continuance of business relations 
with many of the individual concerns making up this mem- 
bership list is positive evidence of the forthrightness of 
their business ethics. 

Collectively—banded together in Hospital Exhibitors’ 
Association—they constitute a force dedicated to the pur- 
pose of doing “‘a better job” of serving you. Realizing that 
more can be accomplished faster, through united effort, 
they have joined this association to contribute their part 
in the establishment of higher standards of quality, of 
more unified development, of more understanding rela- 
tionship between commercial and hospital interesis. 

By supporting these companies, individually, you support 
this collective movement which has already proved ils worth 


and value in many ways. 


We invite you to submit inquiries to the Advisory Com- 





mittee—a ¢ ltation body c isting of the Presidents 
and Secretaries of Hospital Exhibitors’ Association, 
American Hospital Association and Catholic Hospital 


Association. Address care of this magazine. 


HOSPITAL 
EXHIBITORS’ 
ASSOCIATION 
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FOR THE LIFE THAT 
COMES TOO SOON... 









28 ounces! Yet “comportable and doing pine” 


@ The Castle Humidicrib offers the nursery a 
truly scientific method of caring for prema- 
ture and subnormal infants. By providing the 
optimum conditions of humidity and heat as 
required in each individual case, the Humidi- 
crib, compensates for the infant’s inability to 
adjust properly to its environment. Selective 
and progressive adjustment of Humidicrib 
“climate’’, fits the child to cope with its future 
environment. eee As the name indicates, the 


WILMOT CASTLE COMPANY, 


1179 UNIVERSITY AVE., 


HUMIDICRIB 


Humidicrib is a precision instrument which 
adds the very important factor of humidity to 
the premature’s environment. Humidity and 
temperature are controlled independently at 
any point above room conditions. Cleansed 
air circulates automatically. e e « The Castle 
Humidicrib has been thoroughly tested in many 
hospitals, and has to its credit lowered infant 
mortality, as well as healthier, more “satisfied” 
babies. Detailed information sent on request. 


ROCHESTER, N. Y. 

























Tested as Exacting| 
as Biologicals 




























... For Saftiflasks are produced | 
a government-licensed biologic 
laboratory. 


A ee biologicals, dextrose solutions 4 
not government-licensed. But isn’t it Jo, 
cal for a laboratory with over forty years’ 4 
perience in the production of biologicals to 
the same exacting care in the production a 
testing of Saftiflasks? 

Biological workers know that no product 
licensed or not—is safe for intravenous inj¢ 
tion until it has been proven safe. 


Here, dextrose solutions in Saftiflasks a 
meticulously tested and retested —chemic 
ly, biologically, physiologically—by tech 
cians of the same calibre demanded in gx 
ernment-licensed biological laboratories. T} 
group is wholly divorced from the produd 
manufacture. Prescribe dextrose and other; 
lutions in Saftiflasks. 


CUTTER LABORATORIES 
Berkeley, Calif. 111 No. Canal St., Chico} 
(U. S. Gov't License No. 8) 
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seal A™are usual arguments for peace are blown to the four 
Me winds when a military band comes in heavy on the 

IES brasses and kettle drums. This of course applies to the male — 

I, Chie the gentler sex needs an upstanding lad in a gaudy uniform to 


give it the war jitters .. . and all the Peaceway propaganda goes 
blooey with the mob. 


One fellow said recently to the Editor: ''l wear all the 
combat metals issued by the U. S. for the Great War, and 
although | have been scared stiff several times, never did | 
have such a grand holiday as | enjoyed during the war." 


But there is a telling, a forceful argument against war, and 
it is not the shells, or the destruction, or the brave lads blown 
to shards, or the towns smashed to rubbish. It is the cost of the 
war afterwards, in pensions even on to the seventh son. The 
cost of the shot and shell is a ripple, an atom compared to the 
cost of keeping the patriotic veterans voting the right ticket. 


It is now estimated that the pension bill of the United States 
since the army of the Revolution was mustered out, is 22 billions. 
Of course that is not the end, for the pensioneer lobbyists are 
still introducing bills to increase the benefits, and when all the 
World War veterans have been laid away to the sound of 
"taps,'' our descendants will be paying pensions to relatives 
and offspring who will not know what the war was about. 
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There are two dependents of the War of 1812 receiving 
compensation in this year of 1938. Do ai little subtraction and 
addition, and you will realize the pensions are so expensive we 
can't afford another war. 





Eienvont knows about the European spas. They even 
advertise to the medical profession in the U. S., and the 
wealthy Americans who are afflicted with gout or arthritis or 
other chronic eilments for which the baths are alleged to be 
valuable, trot — or should we say limp — to the Atlantic liners 
and toddle down at greater or less discomfort, and greater 
rather than less expense, to take the magic waters of the spa. 

But we might point out that water is water and salts are 
salts, and wherever the twain do meet in certain proportions 
and bubble out of the ground in picturesque surroundings, there 
is a spa, bath or springs. And a sulphur spring in some odd 
corner of American mountain land is apt to be as good a "'cure"’ 
as the most fashionable "'baden" in a Bavarian mountain — but 
our doctors don't seem to know it. 

Within the confines of this great democracy, there are 
springs and spas with all the hot sulphur, magnesium, potassium, 
iron, or other properties, surrounded and blessed by all the 
scenic and climatic benefits of all the baths in Europe. But our 
doctors don't seem to know about them, and people who could 
use them to advantage but cannot afford to go to Europe are 
left in the darkness. It isn't the patient's fault, and it isn't the 
doctor's fault — we suggest a little publicity by the towns or 
states in which the springs erupt. 

To rob the spa publicity of the hokum with which it is 
traditionally engarnished, we also suggest that such a body as 
the Physical Therapy council of the A.M.A. publish an approved 
list of spas and springs so that the physician can prescribe a 
trip with knowledge and confidence. 

The eminent Dr. Fantus points out that the discriminating 
physician can discern something wrong with these spas and 
health resorts, their claims and accommodations. But is there 
not a modicum of bunk in the claims of the European spas and 
should not some regulating body set out rules and specifica- 
tions to put our native springs, too, on a more ethical basis? 
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FLORENCE KING 


(See front cover) 


Q\o THE lady who graces this month’s cover page, goes a two-star list- 
ing, and some active service stripes. She is the executive secretary 
of not one, but two separate associations, and lends a guiding hand 

in many other hospital activities, down St. Louis-way. 


The first step in Miss King’s career in the field harks back about eleven 
years ago. On a dare, one day, she called on Supt. E. Muriel Anscombe at 
Jewish hospital, applied for a secretarial position — and to her surprise - 
was promptly accepted. She has been actively participating in the hospital pic- 
ture, one way or another, ever since — but her “secretarial work” these days, 
is done in the interests of the Missouri State, and Mid-West associations. She 
is treasurer of the latter group. 


From that first more or less unpremeditated entry upon the hospital scene, 
this executive's career is charted in a steady, rising curve. As superintendent's 
secretary, she acquired much practical insight into the problems of hospital 
management, and definitely ‘‘took to the profession; as second assistant super- 
intendent, she demonstrated her capacity for it in a tangible way; and now, as 
first assistant to the administrator, and buying agent, has further extended her 
scope of service to the institution. 


Among the many attributes accounting for her success, is a genuine interest 
and enthusiasm radiating to all phases of her work, its planning and its execu- 
tion. As an association officer, she has been intensely interested in problems of 
legislation; has energetically pushed membership drives; devoted herself to 
the arduous details of convention-planning, and considerably more than lent 
a hand in carrying them through. 


Most state, sectional and national meetings find this active A.H.A. mem- 
ber present, and February as regularly as February comes -— takes her to 
Chicago and the officers’ annual mid-year conference. She is also a participant 
in affairs of the College of Hospital Administrators. 





Miss King is a native St. Louisan. Mayhap the keen competence and 
sound financial judgment which makes her treasurer par excellence and a fine 
purchasing agent can be attributed, in some degree, to Scotch ancestry. 
While “Highlander” enough to thoroughly appreciate Robert Burns’ poetry, 
the same heritage never seems to serve in making her sufficiently thrifty about 
her own exchequeur, she says. 


Miss King’s associates know her as a person of many and varied interests, 
and a lot of hobbies out of the workaday world. She modestly disclaims hiding 
artistic talents under the proverbial bushel, but confesses to the keenest appre- 
ciation of the artistic faculty in others. 


She is a symphony “‘addict,” misses few first nights at the theater, spends 
many “‘off’’ hours in the art museum. Friends, pondering on presents, always 
end up on books. She reads omniverously . . . from Wordsworth to Wodehouse. 
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CHILDREN 


tana — a new hope for health, and 

a chance to face life unhandicapped! 
This is the generous gift of a public-spirited 
citizen: Louis W. Shodair, through whose ef- 
forts the Crippled Children’s hospital was 
dedicated at Helena, on January 20. The in- 
stitution will be operated as a unit of the 
Montana Children’s home and hospital. 


Ryo THE crippled children of Mon- 


To build and equip this fine orthopedic hos- 
pital building, the first of its kind 
to be erected in the state, Mr. 
Shodair donated $100,000. The 
doors are hospitably ajar to any 
crippled or handicapped child un- 
der 14, of any creed, race, color, 
or financial status. 


No child is turned away be- 
cause his parents can not pay for 
surgical assistance — the chief 
entrance requirement is that the 
deformity be one which can be 
improved or corrected, as deter- 
mined by the chief surgeon in 
making the initial examination. 
When finances permit, as much 
of the expense is borne as is al- 
lowed by the family budget, but 
the hospital functions largely as 
one of Montana’s outstanding 





To scores of unfortunate children, this in- 
stitution is indeed a “house of hope.” Some 
of the small patients come to stay while under- 
going treatment, while others are brought reg- 
ularly to the outpatient department. For those 
who can live at home while receiving medical 
aid, a competent, well-trained physiotherapist 
administers treatments under the direction of a 
skilled orthopedic surgeon. This service is 
available to patients up to the age of 21 years. 


Be ™ 
Be . 


: Fier 


philanthropies for children, The boys' ward — floor and bedspreads are colorfully "different." 
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Consultation and examination clinics will be 
held at intervals during the year, when parents 
may bring in their children for complete diag- 
nosis. 

A large portion of the physical therapy work 
is done on the ground floor, in a large room 
which houses a hydrotherapy tank for treat- 
ment, massage and water exercises. A large 
bath with a raised tub is used for treatment of 
the smaller children. A private room off the 
hall is available for emergency cases. Boiler 
room, brace shop, linen room, and two rooms 
for storage and files are located here, and a 
large exercise and recreation room plays a 





Boys' and girls' wards, glimpsed from the hall. 


“dual role” in supplying storage space for 
equipment, and a place for staff meetings and 
general assembly quarters. 

The outpatient department, which all chil- 
dren enter first for complete examination, is 
located on the first floor. The physiotherapy 
room for light treatments is situated here, also 
adequate space for four beds and adjoining 
bath for children requiring special care. An 
unassigned room with two beds is used for 
temporary isolation quarters, for special cases, 
or particularly sick children. This floor also 
houses the out-patient and general administra- 
tion offices. 

Up on the second floor, there is good evi- 
dence of the careful planning with which the 
entire unit has been laid out. Without moving 
from her desk, the head nurse can keep a 
watchful eye on the children in each of the 
two wards, as well as the play room and sun 
deck. This adequate supervision is made pos- 
sible by means of glass partitions between all 
the rooms, which also provides better lighting. 

Meals are prepared in a special diet kitchen 
on this floor. Beside the sun deck, there is an- 
other small sun porch, so ample space is pro- 
vided for keeping the children outdoors in 
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pleasant weather. Conveniently located are 
treatment rooms, also closets for the children’s 
clothing and bedding, the cradle closet, and 
utility room. 

To residents in and out of the state, the 
children’s home and hospital has been well 
known since 1898 as ‘‘Montana’s Greatest 
Charity,” and the only institution in the state 
devoted exclusively to the care, training and 
treatment of children under 12 years of age. 
State-wide in scope, non-sectarian in service, 
supported by voluntary contributions, this or- 
ganization has carried on an important service 
in rehabilitating more than 6,000 children, 
rendering service to 5,000 more in their own 
homes. 

With the new medical and surgical facilities 
now made available through the financial aid 
and kindly interest of one of the state’s ‘‘first 
citizens,” the organization is eminently well 
equipped to extend its services in giving the 
child with physical deformity ‘‘a better chance.” 

~~ 


N. Y.’s Baby Health Bill 

New York last month became the first state 
in the union to attack congenital syphilis by 
requiring blood tests for every pregnant wom- 
an. 

In the presence of distinguished public 
health leaders, Gov. Lehman signed the 
Twomey-Newell baby health bill, designed to 
end an annual state toll of 9,000 babies born 
dead because of syphilis, and 4,000 born in- 


fected. 
oo “ 


Dr. MacEachern Elected |.H.A. Head 


Dr. Malcolm T. MacEachern, associate di- 
rector, American College of Surgeons, is the 
new president of the International Hospital 
association. He succeeds Dr. G. von Desch- 
wanden, of Lucerne, Switzerland, who re- 
signed because of ill health. 

Dr. MacEachern has been a vice president 
for several years of this association, whose 
next congress will be held in Toronto, in 1939. 

~——— Je _- = 


Oxygen by Pipe Line 

In Westminster hospital in London, which 
is being rebuilt, a new method of conveying 
oxygen by pipe line has been installed. The 
oxygen will be supplied to points in the wards 
throughout the hospital, and to the operating 
theaters. This method is to be recommended 
from the standpoints of superior economy and 
efficiency, it is claimed. 








HOSPITALS IN 1937 
SOME FACTS AND FIGURES 


vr LAST of March brought us the 

17th annual hospital issue of the 

A.M.A. Journal, listing some inter- 

esting facts and figures on service for 1937.* 

This year’s survey reflects hospital status 

with particular accuracy. The number of hos- 

pitals answering the census set at all-time rec- 
ord, with replies entered 


admittance figures, incidentally, include new- 
born infants or out-patients. 

General hospitals went “over the top,” with 
an occupancy of 70%, a rate considerably 
higher than any previously recorded. In fact, 
these hospitals “ran away with the field,’ as 
to capacity and increase in numbers, too. They 

admitted 8,349,773 or 





from 97.6% of the 6,128 
registered hospitals, and 
returns still coming in. A 
straight 100% response 
was made by the 732 hos- 
pitals approved for intern 
training, and the 465 ap- 
proved for residencies in 
specialties by the A.M.A. 

Hospital activities for 
the calendar year are cov- 
ered in many phases, in- 
cluding rates of occupancy 
in all general hospitals, a 
summary of growth from 
1909 to 1937, totals ac- 
cording to type of service, 


stitutions? 


percentage of beds oc- hospitals 
cupied and unoccupied, progress. 
facilities by states, statis- statistics, 
tics on pathology and anal 
x-ray departments. There presented. 





are charts on how the hos- 


Are hospital births on 
the increase? What is 
the admission percent- 
age for government in- 


mental hospitals show 
improvement? The an- 
nual hospital survey of 
the A.M.A. Council on 
Medical Education and 
Hospitals presents 
some interesting new 
sidelights pertaining to 
and 
Here are the 
as recently 


90.5% of all persons hos- 
pitalized during the year. 
There are now 4,245 such 
hospitals as compared with 
4,207 last year. They show 
a marked trend toward 
handling specialties as 
well as general cases, it 
seems. Also an increasing 
number of small general 
institutions have been 
opened recently in rural 
districts, while other hos- 
pitals which started out as 


Do - state 


special institutions have 
changed their category. 
Rating next in admit- 


tances, were nervous and 
mental hospitals, and their 
admissions were only 
2.1% of the total. 

The statistics on gov- 
ernment hospitals are most 


their 








pitals shared in patients 

admitted, on births and deaths, hospitals in the 
process of development, overcrowding in men- 
tal institutions, and a comparison of data for 
all registered hospitals. 

Among many other trends, this comprehen- 
sive survey indicates that hospital admittance 
has “‘stepped up” a bit. When the second 
hand of our watches ticked off every 3.4 sec- 
onds last year, Time told of another new pa- 
tient admitted to a hospital. This made one 
out of every 14 persons in the U. S. a bed pa- 
tient, with total admissions numbering 9,221,- 
517. The figure represents an increase of 
574,632 over the year before, when every 15th 
person. was so hospitalized, as based on figures 
of, the .U..S. census bureau. None of these 


* Abstract, issue of March 26. 
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interesting —— surprising- 
ly enough, they admitted only 27.2% of all 
patients, while nongovernment institutions ac- 
counted for the other 72.8%. 

The total number of registered hospitals 
shows a decrease of 61. Their present bed 
capacity is 1,124,548. The average occupancy 
rate for all hospitals was 84%. 

While the general number of registered hos- 
pitals has decreased, 100 new hospitals have 
registration pending, 70 are under construc- 
tion, and 179 are being planned. 

The actual number of beds has increased in 
all states but Delaware, Kentucky, Nevada and 
South Dakota. To say that during the year 
hospital facilities were added at a rate equal 
to the completion of a 76-bed hospital for each 
day in the year, Sundays and holidays included, 
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sounds like a big increase. The figure, how- 
ever, is consistent with the gain each year since 
1909. Between 20,000 and 30,000 new beds 
are added annually, so the 27,827 increase for 
1937 is ‘‘as usual.” 

This report indicates that nervous and men- 
tal hospitals dropped in number, but increased 
in capacity and occupancy. Tuberculosis and 
orthopedic hospitals are on the increase in 
general, while plotted on the downward curve 
are: maternity, industrial and institutional, and 
isolation hospitals. 

With increased interest in convalescent care 
as a growing issue, it is of significance that 
there are ten less institutions of the type offer- 
ing medical supervision than last year. The 
total is 120, with bed capacity of 5,566 as com- 
pared with the previous figure of 6,039. The 
patients admitted, however, and average census, 
remained the same. 

Hospitals which have stayed practically static 
are those for eye, ear, nose and throat, children, 
and convalescent and rest homes. 

Maternity hospitals dropped from 125 to 
114 — an interesting figure. For while births 
in maternity hospitals are on the decrease, the 
total number of births in all hospitals is greater 
than any previous year, and every state has 
shared in this increase: there were 932,912 
hospital births compared to 831,500 for 1936. 

Again this report emphasizes a condition 
familiar to all of us, in its figures on the over- 
crowding of state mental hospitals. Fourteen 
states have made appropriations and plans for 
20 hospitals to be constructed within the com- 
ing year. But while 19 states give statistical 
evidence of improvement in facilities, and sev- 
eral others have at least kept the ratio of over- 
crowding a constant, 15 show increased over- 
crowding. 

“The number of commitments shows a 
steady increase that outweighs any attempt to 
extend mental facilities, or return patients to 
the community.” Of the 237 reporting state 
mental hospitals, 86 had more than 15% over- 
crowding, seven had more than 50% over- 
crowding. One hospital recorded 100 beds 
with two patients to a bed. 


—— +f 


Birth Control Clinics Increase 
The number of medically supervised birth 
control clinics in the country rose to a new high 
last year. There are 374 such clinics in the 
U. S., Hawaii and Puerto Rico, representing 
an increase of 87 in 1937. New York state 
leads in such centers, with a total of 59. 
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Maternal Age Linked with 
Congenital Defects 


From the viewpoint of eugenics, late mar- 
riages should have serious consideration, as 
they may favor the development of mental 
difficulties, concludes Alfred Gordon. 

He concurs in this, with another observer, 
Douglas P. Murphy, who studied 607 cases 
of congenital defects and their relation with 
maternal age. 

The latter’s conclusions were that con- 
genital malformation is most likely to afflict 
a child if its birth occurs after the mother is 
30 years of age, and especially after she is 
over 40 years of age. The proportion of 
defective to normal offspring at different 
maternal ages is lowest when the mothers 
are between 20 and 25 years of age; it 
increases when the mothers pass 30, and is 
greatest after the age of 40. 

——--- fe - 


Mental Disease Treatment in Ohio 

A recent bill, effective Jan. 1, establishes 
a division of mental diseases in the Ohio 
state department of Public Welfare, and au- 
thorizes a state-wide system of psychopathic 
hospital service through out-patient clinics 
“for the observation, care and treatment of 
the mentally ill, and especially for those 
whose condition is incipient, mild or of pos- 
sibly short duration.” 

The new law requires that the commis- 
sioner of mental diseases, his two assistants, 
and two of the four members of the ad- 
visory council shall be physicians expert in 
the treatment of the mentally ill, An ap- 
propriation of $21,100 was contained in the 
act for expenses and salaries in the division 
of mental diseases during 1938. This in- 
cludes $6,500 a year for a commissioner, and 
$4,500 a year for an assistant commissioner. 

—-- +p——— 


Class Differences in Birth Rate 

College trained men and women are fre- 
quently reproached for their responsibility for 
the failing birth rate. According to a recent 
survey, professional groups do better by the 
country than the business class. 

This study was conducted in 5 large cities, 
and included 16,831 married women. Stand- 
ardized birth rates were lowest in the $2,000 
to $3,000 family income class. Higher income 
families had more children, so did those un- 
der $2,000. Of all groups, however, the re- 
liefers were most prolific. 
















ST. PAUL'S 
HOSPITAL 


ANUARY 25, 1938, was a memorable 

date for St. Paul’s hospital, Dallas, 

Texas. On this day, the new free clinic 
was dedicated — and the Sisters of Charity of 
St. Vincent DePaul passed another milestone 
in their more than 300 years’ service to the 
poor. 

For over 25 years, the clinic has carried on 
its good work under difficult circumstances. 
Each year, more than 50,000 people have re- 
ceived medical care in the little two-frame 
house where the clinic had its modest start. 
Its usefulness has increased with the years, 
and as service expanded, more physicians, 
nurses and social workers have been added to 
the personnel. The clinic is now a hospital in 
itself. Space and equipment have been, for 





some time, outstanding needs. 

The new structure was made possible by ac- 
cumulated funds from the bequest of Col. A. 
L. Pires, a Dallas citizen, who in 1922 left 
the money to be used by the Sisters ‘‘in the best 
interests of the poor.” 

The accrued sum of $125,000, expended to 





THE NEW 
FREE 
CLINIC 









fulfill the great need for more free clinic facili- 
ties, has produced a fine new building, modern 
in every respect, fireproof, completely equipped 
for carrying forward the health work of the 


Sisters. An active clinic staff of 50 members 
is now in daily attendance. Funds from the 
will of Mr. Pires did not cover the cost of 
equipment, so to meet this necessity for funds, 
friends of the institution rallied generously. 


As you can see, the old clinic and the new 
offer an interesting study in contrasts, which 
well foretells the progress now possible for 
the future. The new building consists of five 
floors, each 42 by 100 ft. in size. The first 
floor is given over to dietary and social activi- 
ties, the second and third are devoted to de- 
partments of the clinic. They are completely 
equipped for study and care of all types of pa- 
tients. 


Bed patients under 14 years of age have the 
exclusive use of the fourth and fifth floors. 
Cubicles are provided, which permit a light 
and airy atmosphere, and each has laboratory 
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There are 
A modern 


cabinets and all necessary utensils. 
four isolation and detention rooms. 
elevator serves all floors. 

In this new clinic, a complete operating 
room has been installed, and a new arthritic 
department is a recently added feature. 

In order to make free service available 
to the greatest number who need its help, a 
most efficient social service department is main- 
tained, for thorough investigation of all pros- 
pective patients, and elimination of those not 
entitled to assistance. 

On June 15, 1937, impressive ceremonies 
for the cornerstone laying were performed by 
His Excellency, the Most Reverend Joseph 
Patrick Lynch, in the presence of Mayor 
George Sprague, city officials, Sisters, nurses 
and several hundred friends. 

Dedication services were held in the audi- 
torium of the building Dec. 20. 

——. —___ 


Better Nursing Care for Tuberculosis 
The National Tuberculosis association is 
going to conduct a study into nursing care 
for the tuberculous in sanitariums. The lack 
of standards for this type of nursing has lead 
to this project, which is to be under the 
direction of the department of studies of the 

National League of Nursing Education. 
As its first object, the survey will deter- 
mine what constitutes adequate care. It will 


secondly provide an index indicating the 
amount of time necessary for that care. 
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The Tonic Scale 

A federal project in New York has made 
use of music therapy in classes conducted 
for the past three years in seven city hospi- 
tals. More than 6,500 patients are ‘‘treated” 
monthly, either as listeners or through ac- 
tive participation. 

At present, an experiment is being con- 
ducted, based on the theory that by classify- 
ing song material under the headings of 
stimulants, tonics, sedatives and narcotics, 
they may be administered as a specific to re- 
lieve various types of diseases. 

It is emphasized that the validity of the 
theory has yet to be proved by means of 
medical psychological tests — but what has 
been conclusively established, they say, is 
that the participation method of music ther- 
apy provides a needful channel of emotional 
release to patients, and has a definite edu- 
cational value. It has also been established 
that various rhythms and melodies may affect 
respiration or pulse beat. 

At the psychiatric children’s ward at Belle- 
vue, it has been found that the concentration 
time of a child listening to music is as long 
as two or three minutes. 

Pennsylvania Holds Its Own 

Only the state of New York now exceeds 
Pennsylvania in the number of children born 
annually. But the number born in Pensyl- 
vania, in proportion to population, is greater. 


The modern operating 
room is one of the im- 
portant facilities in the 
new clinic. 








PUBLICITY  : 


By this date, your plans for 
celebrating National Hospital 
Day should be well “under 
control.” A review of the com- 
mittee suggestions will help 
on the check-up, and here 
are some tips from last year’s 
winners. 


GAIN we approach May 12, and 
hospitals seek new ways and 
means to venerate the memory of 

Florence Nightingale, and to acquaint the pub- 
lic with hospitals and their histories, past and 
present. 

“Have you a horse and buggy hospital ?” 
queried the clever folders that went out some 
weeks ago from the committee. “Does your 
community know?” is the companion question, 
and thereon hangs the success or failure of the 
Hospital Day program. 

Do Your Plans Include These? 

Some of the tried and true methods are still 
working, and are the ‘‘pluggers’’ for any cam- 
paign. Prominent among these are the Hos- 
pital Day trailers for theaters; posters and es- 
say contests; store displays; tea and reception 
for high school graduates; advance radio pro- 
grams and announcements; pay roll enclosures 
to merchants and manufacturers; notices in 
medical and hospital bulletins and school pa- 
pers; resolutions by the Mayor; speakers at 
Civic clubs, etc. 

Parades, dedications, baby-parties and home- 
comings are always bids for attention, and 
many are the humble agents which may be put 
to publicity’s purposes in the form of milk 
bottle caps, gummed stickers and pay roll en- 
closures. 

The committee has suggested several floater 
announcements to be furnished to radio broad- 
casting stations for use between programs, and 
a dramatic and telling method is announcement 
by airplane. Broadcast your program or take 
movies of it . . . you'll be glad of the latter, 
when next year’s Hospital Day rolls around. 

Or how's this one? We note among the 
more unusual ideas a suggestion that the 
dietician lecture on diets, passing out printed 
sheets on gaining weight. Also — garden 
clubs may be asked to assist with decorations, 
and can be given a seedling tree for a souvenir. 
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PRE - MAY 12 


Apropos of this, did you know that the com- 
mittee is urging that each hospital plant or 
dedicate a tree this year as a memorial gesture 
to Matthew O. Foley, founder of national Hos- 
pital Day? 

Perhaps, after all, the best pre-May 12 pub- 
licity “pointers” are to be offered by the hos- 
pitals who won awards for them, last year. 
Here’s what City hospital of Indianapolis did, 
to win the A.H.A. award for hospitals in 
towns of over 15,000: 

To begin with, as good evidence of “how a 
winner wins,” this hospital started its plans 
months ahead, then several days previous, 
mailed out hundreds of invitations to all civic 
groups, luncheon clubs, etc. Each event was 
planned to appeal to as many civic circles as 
possible. A flag-raising ceremony for instance, 
was participated in by the American Legion. 
A brief contract-signing ceremony commemo- 
rated the launching of a project to air-condition 
seven rooms of the main surgery, the gift of a 
generous local citizen. Ground was officially 
broken for a new five story half-million dollar 
unit, and dedication ceremonies were held for 
the new Flower Mission Memorial hospital, 
and John Maurice Butler dispensary. These 
services were all arranged by committees from 
numerous local clubs, and as a tribute to good 
publicity, 1,000 people attended building in- 
spection. Tea was served in three solariums 
by different committees, and the student or- 
chestra of the hospital furnished music. 

A district federation of clubs had recently 
raised funds for $10,000 worth of radium for 
indigent cancer cases, and displayed in a local 
store window, it stopped the passersby. 

It All Makes Advance News 

Also note: several days prior to May 12, 
the women’s auxiliary of the Indianapolis 
medical society sponsored beautifying and 
landscaping of the grounds. 

Paradise Valley sanitarium and _ hospital, 
National City, Calif., was surprised but “very 
pleased” to win the A.H.A. award for cities 
under 15,000. They give the major credit for 
success to cooperation of the schools and neigh- 
boring towns. 

All young people from junior and senior 
high schools were invited, and the educational 
committee for the South Bay district provided 
transportation to and from the hospital, so 
groups of from 50 to 100 arrived and departed 
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each hour of the day from nine in the morning 
until four in the afternoon. This, in addition 
to adults, gave a sizeable attendance of 3,000. 

A special motion picture program was pre- 
pared for high school students — reels on the 
use of alcohol and tobacco, also on how to 
avoid highway accidents. Following this, they 
were accompanied through the hospital, and 
enjoyed particularly, exhibits on heart beats 
and bones of the body. 

New England sanitarium and _ hospital, 
Stoneham, Mass., as a hospital of 135 beds in 
a city over 15.000 (one of the Parke Davis 
winners) followed a_ three-way _ publicity 
program (1.) By word of mouth. (2.) By 
signs, posters and written invitations (3.) By 
newspapers and miscellaneous writeups, all 
handled by a larger main committee and a sub- 
committee of three. 

Parkview hospital, Plymouth, Ind., spent no 
money on publicity or programs as funds were 
limited. Nonetheless, they crowded the King 
of England’s coronation out of the local news- 
paper headlines, and won the Parke Davis 
award for towns of less than 15,000. The 
county weeklies published articles and invita- 
tions prior to the day, and the local dailies 
carried articles, the entire preceeding week. 
Churches distributed Parke Davis invitations 
to their members. 

Visitors in the x-ray department and_ lab- 
oratories received literature obtained from Phy- 
sicians’ Record company. But no doubt the 
piece de resistance was the baby contest for all 











babies born during the year in the hospital. 
Letters were mailed to all parents, asking for 
baby pictures, and where one was not available, 
a local photographer took one freé of charge. 
Prizes for the ten contestants receiving the 
highest number of votes were donated by local 
merchants, and nationally advertised manufac- 
turers of baby products. 

Beside the A.H.A. and Parke Davis awards 
this year, several states are giving certificates 
to the two hospitals offering the best observ- 
ance programs. 

—_—— Je —---- 


Speaking of Hospital Day — 

To the Mother Frances hospital, down in 
Tyler, Tex., May 12 will have a double sig- 
nificance this year. This institution was 
scheduled for formal opening on March 19, 
1937. Fate decreed, however, that on the 
day before the ceremonies were scheduled, 
there occurred the tragic school explosion in 
nearby New London. 

The hospital was hastily opened, ahead of 
schedule, to admit the child victims of the 
disaster, and it was not until May 12 that 
the hospital “got around” to observing the 
opening of its institution. Its first birthday 
is therefore observed — appropriately enough 
— with that of Florence Nightingale. 

This hospital is owned by the city, and 
the building, constructed by the P.W.A., was 
completed in June of 1936. The total cost 
of the-building and equipment (the latter 


Hospitals — dreary? Visitors at Christian hospital carried away a different opinion, 
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city-purchased) amounted to about $300,000. 
The Sisters of the Holy Family of Nazareth, 
who conduct the St. Mary of Nazareth hos- 
pital in Chicago, operate this institution 
on a lease basis, and they have an option to 
purchase it in the future. The hospital was 
recently commended by the Texas Herald as 
offering ‘the last word in hospitalization.” 
—- 


Some Interesting Statistics 


The present expenditure of tax funds for 
medical care by local, state and national 
governments is about $500,000,000 a year. 
This is about one-sixth of the total of all 
annual expenditures for medical care. Where 
does the total come from? About 20% is 
derived from federal funds; four fifths from 
local and state funds. 

It is interesting to note that 75% of this 
amount is employed for hospital care, 20% 
for public health services and 5% for home 
care and other services. 

Payment from tax funds to voluntary hos- 
pitals for the care of public charges amounts 
to about $25,000,000 a year. Most of this 
is from local, some from state funds. In the 
rate of tax expenditures for medical care, 
excluding federal funds, there are, of course, 
wide differences among the states — from 
$6.50 to as low as $2.00 per capita. With- 
in the same state, even larger differences may 
be found between localities. 

——---2f_—__ ‘ 


Some Helps for Hospital Day 

Hospitals needing aid in publicity prep- 
aration for Hospital Day will be interested 
in the complete service put out by Physicians’ 
Record Co. 

This company will send literature and 
samples on request, indicating the wide range 
of possibilities in their posters in color, pub- 
licity folders and booklets, invitation post 
cards, letterheads, auto bumper signs, blot- 
ters, button and ribbon badges, tray folders, 
movie trailers, gummed stickers for mail, 
newspaper mats, lead pencils, hospital bulle- 
tins, and books for children. In preparing 
this material, the company worked closely 
with Hospital Day Chairman, Albert G. 
Hahn. 

~—_+—___- 


Hospital Activities of W.P.A. 

The W.P.A. had built, through Oct. 1, 
1937, a total of 99 hospitals, has been re- 
sponsible for repairs and improvements on 
934, and constructed additions to 33. 
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New Psychiatric Project 
in Chicago 

At the University of Chicago an interesting 
experiment has been launched, as an attempt to 
combine the study of “‘mind with matter” in 
common medical practice. 

In England it has been found that 30% of 
physical ailments are traceable to mental or 
emotional conflicts, working out into specific 
bodily ills. On the premise that a like per- 
centage of American ailments have a mental 
basis, this ambitious program will attempt to 
“take the mind out of the field of mysticism” 
and to explore in the preventive field, in the 
period before psychiatry as a study of the estab- 
lished abnormal is called into function. Teach- 
ing, research, and care of patients will be the 
three-fold activities of the institute. 

Work will be financed by a grant of $150,- 
000 from the Rockefeller foundation, and re- 
search funds available through the Otho S. A. 
Sprague Memorial institute. Dr. David Slight 
is directing psychiatrist. 


More Art for N. Y. Hospitals 


The municipal art commission has given 
final approval to six WPA federal art proj- 
ect mural paintings for hospitals in the 
New York area. This was the largest number 
of murals ever to be brought before the com- 
mission in a single month. 

Ruth Egri’s mural, ‘Prevention and Cure 
of Disease’ is now in the doctor’s confer- 
ence room in Lincoln hospital. Three other 
murals have been allocated to Bellevue and 
Harlem hospitals. Bellevue’s psychopathic 
building houses Philip Reisman’s “Integra- 
tion of Agriculture and Industry.” 

For children who occupy the medical and 
surgical wards of Harlem hospital, some fa- 
miliar characters from juvenile classics adorn 
the walls, painted by Misses Selma Day and 
Elba Lightfoot. 

~~ f—__-— 


Chemical Makeup of Man 

It sounds somewhat incredible, but Dr. 
F. E. Lawson states that a man weighing 
140 pounds contains: enough carbon for 9,000 
pencils, phosphorous to make 2,200 match 
heads, enough fat for seven cakes of soap, 
magnesium for one dose of salts, iron to 
make one medium sized nail, sufficient lime 
to whitewash a chicken coop, enough sulphur 
to rid one dog of fleas, and water to fill a 
10-gallon barrel. 
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Cancer Survey in New York 

Instead of further centralization of new state 
institutes for cancer patients in New York, at 
present, there should be “utilization and ex- 
tension” of local private and public hospitals 
already in existence. 

This was the general recommendation of the 
N. Y. state legislature cancer survey commis- 
sion, last month. Facilities for care of cancer 
patients are “wholly inadequate” in some parts 
of the state, it was asserted. There are 20,000 
deaths in the state every year from this cause, 
and unless immediate action is taken, the num- 
ber of deaths in 1960 is variously estimated at 
from 27,000 to 41,000. 

As one of the first steps toward better con- 
trol, it was recommended that cancer and other 
malignant tumors be made reportable diseases 
under the law. 

The report further stated that: facilities for 
diagnosis are generally lacking in hospitals of 
less than 100-bed capacity; distribution of 
qualified roentgenologists is uneven; facilities 
for x-ray treatment are insufficient to carry the 
minimum estimated treatment load of 400,000 
annually. 

Complaint was made that radium is poorly 
distributed, especially in the central area of the 
state; accommodations for terminal care of 
indigent cancer patients are wholly inade- 
quate; and upstate New York is suffering from 
a serious deficiency in treatment facilities, with 


20 new tumor clinics needed. 
_—— f- 


Some X-Ray News 

“Surprising results” have been reported 
from the 1,000,000-volt x-ray machine at 
Huntington Memorial hospital, Boston, 
Mass., at the completion of the first six 
months of experimentation. 

This machine, the only one of its kind in 
the world, was built by a group of scientists 
from the physics laboratory of the Massa- 
chusetts Institute of Technology. 

Under the treatment of this giant machine, 
certain forms of cancer have been found to 
disappear completely. While the physicians 
do not consider results necessarily a cure, 
they state that on the basis of 100 cases 
treated, in certain types of cancer, the symp- 
toms disappeared, and the sufferers appear 
well today. The first case, a patient with 
“only a few wecks to live,” showed improve- 
ment under the powerful machine, and “'to- 
day is clinically free from cancer.” 

A hope that ultimately treatments as in- 
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tensive as those given by radium will be 
possible has been expressed by this group, 
and they are looking forward to development 
of a 2,500,000-volt machine, treatment from 
which would be quicker and cheaper, and 
which would also help meet the present 
shortage in radium. 
In the Current News 

We also note that super-voltage roentgen 
rays used in treating deep-seated cancers can 
now be accurately standardized for the first 
time, according to the U. S. Bureau of Stand- 
ards. Measurements up to 400,000 volts 
have been made for such standardization by 
two scientists of the bureau’s staffs. 

This discovery will take the ‘“‘chance’’ out 
of previous work in the field of high-voltage 
roentgen-ray therapy. Prior to this, 275,000 
volts was “tops” for such calibration work. 

——--f—-—-- 


Some Figures for 1937 

Statistics from a recent annual report of 
Surgeon General Thomas Parran, Jr., of the 
U. S. public health service, indicated that: 

The general death rate for the nation in- 
creased from 10.8 to 11.3 per 1,000 popula- 
tion during the fiscal year ended June 30, 
1937. 

Infant mortality also increased slightly — 
from 55.7 to 56.9 per 1,000 live births. 

During the last fiscal year, the public 
health service allotted over $7,750,000 of the 
$8,000,000 available under the social security 
act, to the venereal disease fight. Although 
the several states were required to match but a 
little over 69% of that amount, they almost 
equalled it. 

Prior to passage of the social security act, 
only some 600 of the country’s 3,069 counties 
were provided with full-time county health 
service. By last June, over 1,000 counties 
were so provided — an increase of over 50%. 

——> 


New Officers of Kentucky H. A. 

H. L. Dobbs, supt. of Kentucky Baptist hos- 
pital, Louisville, has been reelected president 
of the Kentucky Hospital association. Re- 
elected vice president is Dr. Edward J. Mur- 
ray, administrator of Julius Marks sanatorium, 
Lexington. 

Sister Alacoque of Covington, and Sister 
Celeste Maria, of Lexington, were named vice 
presidents. J. T. Wheeler, supt. of Pewee 
Valley sanitarium and hospital, Pewee Valley, 
was elected secretary-treasurer. 
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LAUNDRY TOPICS 


Starching has been classified as more or less an 


art “down the ages.” 


Proper starching in the hos- 


pital is important, since it actively affects the feel 
of fabric, its wearing qualities, and the relative ease 
with which linens may be ironed. The following 
article, prepared for us by a famous laundry lab- 
oratory, discusses the “fine points” of starching — 
the proper fluidity, neutral versus acid properties, 
and a suggested way to prevent sticking. You will 
be particularly interested in the “pointers” which 
these laundry consultants offer on making the prop- 
er selection of starch for economy and best results. 


see connection of starch with launder- 


ing is recorded back as far as several 

hundred years B.C. When “ruffs”’ 
were in style, starching was distinctly an art, 
and many English gentlemen sent their finest 
linens to Holland for laundering and starching, 
because of the expertness of the Dutch in 
processing them. 

Today, the starch problem is a simple one 
to solve. We have three common raw mate- 
rials — corn, wheat and rice. All are readily 
available and easy to handle. Smoothness 
and flexibility are the two factors to strive 
for. ‘‘Rough” starching irritates the skin, 
while stiff, ‘“boardy” starching promotes break- 
ing, instead of bending, of the fibers, when 
the linen is handled. 

Smoothness in Starch 

The smoothness of starch depends largely 
on the size of the starch molecule. There- 
fore, it is well to remember that the corn 
molecule is much larger than the wheat 
molecule, while the rice molecule is the 
smallest of the three. 

Starch is further classified as thick or thin 
boiling — that is, whether the fluidity of the 
solution is thick or thin when boiled. 

Penetration depends on fluidity. There- 
fore, on multiple ply garments such as col- 
lars, thin boiling starch is preferable in 
order that the starch will penetrate and coat 
all fibers and produce a flexible but heavy 
body without “blisters” or ply separations. 

Likewise, on single ply materials, such as 
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table linens, cotton coats and trousers, etc., 
thick boiling starch is found to be best, 
as it gives a better body because of its action 
in coating the outside fibers rather heavily — 
the degree of stiffness can be controlled by 
the quantity of starch used. 

Getting Proper Fluidity 

Thin boiling starch is usually cooked on 
the basis of 9 to 12 ounces to the cooked 
gallon. Thick boiling is cooked 4 to 6 
ounces to the gallon. Therefore to select the 
proper fluidity in starch is very important in 
a hospital, where most of the linens are 
single ply and can be handled most eco- 
nomically with a thick boiling product. 

It is an accepted fact that smoothness and 
ease of pressing are greatly assisted by lubri- 
cating starch with a sulphonated or water 
soluble oil. As a result, all of the better 
starches are lubricated. The amount of oil, 
and the kind used will determine its value to 
the user. 

A common question in hospitals is 
whether to use starch cooked or raw. We 
are strong believers in cooked starch for both 
economy and results. 

What Kind Do You Buy? 

In buying starch, find out the kind it is — 
corn, wheat or rice. Corn is usually the 
lowest priced, wheat and corn mixtures take 
the middle bracket, while wheat, rice, and 
wheat and rice mixtures take the top bracket. 

Likewise, find out if you are buying a 
lubricated product. You should be, and no 
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doubt you are paying enough to justify lubri- 
cation, unless you are knowingly buying 
basic corn or “pearl” starch at a very low 
cost. 

Sticking on the presses is a common indi- 
cation of the lack of proper oil in your 
starch, provided it is not obvious that too 
much starch is being used. 

While modern processing has put all three 
starches on about an even footing for all 
common purposes, we still believe that unre- 
fined native corn or pearl has all the dis- 
advantages it always had — coarseness, stick- 
iness, etc. Likewise, we feel that a highly re- 
fined and lubricated corn starch is a very 
fine laundry product. 

Starch for laundry use should be neutral 
or slightly acid . . . . alkaline starch will 
cause yellowness in the linen. A_ simple 
formula for maintaining excellent starch 
work is to buy an established brand from 
a reputable dealer in laundry starches, and 
insist upon its being used as directed. 

When cooked, be sure the cooker is 
kept clean, the valves tight, the amount of 
starched weighed, and the boiling timed. 
Each manufacturer tells how to handle his 
product in cooking . and 90% of all 
potential trouble will be avoided by accurate- 
ly following his instructions. 


——_—_——_+p>—_____ 


Science Foretells the Life Span 

According to Professor Raymond Pearl, 
noted Johns Hopkins biologist, it is now pos- 
sible to distinguish short-lived and long-lived 
persons, in the case of those destined to die 
of the cardio-vascular diseases — the so-called 
diseases of civilized man. This may be done 
years prior to the onset of the disease that will 
eventually kill the individual, and while he is 
in a state of health. Longevity of course, is 
somewhat dependent on heredity. 

Further investigations show that hard phy- 
sical labor, indoor or outdoor, has no effect 
upon life expectation up to about the age of 
forty. After that age, however, it ‘definitely 
and considerably impairs expectation.” 

As for alcohol, no measurable effect of its 
moderate use on longevity can be demonstrated, 
although heavy indulgence ‘‘definitely and con- 
siderably impairs expectation.” 

This authority calls attention to the fact that 
although there was great improvement in the 
average duration of life between the years of 
1890 and 1930 in the U. S. — this as a result 
primarily of progress in medicine and public 
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health — the biological span of human life 
has not been lengthened. 

Improvement of the average duration of life 
has been brought about statistically, through 
giving better care to more babies and young 
children, but tables show that ‘‘actually fewer 
persons alive at the age of 70 today survive to 
the age of 90, than did 40 years ago.” 

~~ —-- - 

Teamwork Between Hospital 

and Health Department 

Geneva (N. Y.) General hospital cooper- 
ates with the public health department, in a 
service helpful to physicians in pneumonia 
treatment. 

The hospital keeps a complete set of all 
equipment necessary for the home administra- 
tion of serum — including syringes, needles, 
gauze, iodine, alcohol, alcohol lamp and adren- 
alin. The kit is prepared by the health of- 
ficer, and is ready and waiting, available to 
physicians at all times, in the hospital staff 
room. 

The equipment is stored in a compact wood- 
en box, painted white, plainly labeled, with 
the sterile equipment accurately dated.  In- 
cluded are the two publications of the bureau 
on pneumonia control: “Clinical Aspects of 
Pneumococcus Pneumonia’ and ‘Technic of 
Serum Administration.” 

Although most practitioners probably have 
all the necessary syringes, needles and sterile 
goods somewhere in their offices, the equip- 
ment is often not assembled for this purpose, 
and very possibly one essential item may be 
missing. Or, with everything readily at hand, 
it may take valuable time to get it prepared 
and sterilized. Another advantage is that the 
readily accessible equipment simplifies the tak- 
ing of blood cultures. After use, the hospital 
takes care of re-outfitting and re-sterilization. 





New Mental Facilities for N. Y. 

Until recently, mental hygiene clinics have 
been available in only two hospitals in the 
New York city system: Bellevue and Kings 
County. Now, with the recent establishment 
of new clinics at Morrisania and Queens Gen- 
eral hospitals, facilities for mental treatment 
are increased. 

The new clinics are subdivisions of the 
psychiatric division, and will have two psy- 
chiatrists, a psychologist, two psychiatric so- 
cial workers, two nurses and two stenograph- 
ers. Dr. Hyman L. Rachlin is in charge at 
Morrisania, and Dr. Charles Schultz at Queens. 
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HODGE PODGE 


By Harry Phibbs 


TOUGH Spanish lad named 

“Cowhead” was the first white 

man to see the place. He had 
walked all the way from Florida with four 
hundred men, to put the conquest mark on 
a few miles of territory. The objections of 
the Indians had reduced this little army to 
four, by the time they staggered in to the 
Mexican city of “New Spain” and told the 
tale of their travels. 

Cabeza De Vaca must have had something 
of a reputation among the Dons, because 
when he told of seeing the “Seven Golden 
Cities of Cibola’ adorned with precious 
stones and just asking to be looted, his boss 
decided to investigate before sending out an 
expedition. 

The investigator was one of those intrepid 
Spanish fathers who thought nothing of 
walking a few hundred miles into the wilder- 
ness. This Fra Marcos took a Moorish slave 
along to act as advance agent and interpreter. 
When he returned to Mexico City, his report 
must have been hopeful, for it started the 
march of the Conquistadors into the Indian 
country, the magical land of the Golden 
Cities. 

Francisco de Coronado with his horsemen, 
footmen and friars found the Apaches, 
Hopis, Zunis, Navajoes and other Indian 
tribes living in adobe pueblos, but never a 
sign of the gold or precious stones did he 
find. They did, however, stumble across the 
Grand Canyon and thus discovered one of 
the greatest sights, one of the real wonders 
of the world, which leaves even the mechan- 
ized modern as awe-struck as it did the 
simple, gold-chasing, far-marching sword- 
men of Old Seville. 
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There were civilized people in Arizona 
ages before the coming of the Spaniard, for 
only a civilized people could have built the 
cliff dwellings, the irrigation canals, the 
adobe pueblos, the artifacts and ornaments 
that now remain as blaze marks on the dim 
trail of archaeological research that winds 
through the blazing deserts of Arizona. 

It is a new state, this. So new that it is 
hardly explored, and in its vastness contains 
many a cactus-ornamented wilderness to lure 
the steps of the explorer. 

Parts of it embrace the Great American 
Desert, but not the accepted desert of sand 
and wind-drifted dunes — rather a series 
of flat, sun-baked reaches, rimmed by sheer 
mountain ranges, and a desert of growth — 
green and alive with mesquite, greasewood, 
and all of the varieties of cactus, ocotillo, 
the slender candlewood, the barrel cactus 
with its reservoir of liquid, the cholla with 
its jumping, barbed offshoots, and the lordly, 
towering suaharo, the giant cactus trees that 
dominate the desert landscape like pillars of 
green marble. 

When the Spaniard was being fought 
back to the Rio Grande, this land was known 
to the adventurous Northerner as the Indian 
Nations, a place of danger where the Apache 
arrow whizzed out of the shadows at the 
lumbering stage-coach or the lone running 
post rider. 

Gold hunting prospectors sought the yel- 
low metal that the Dons had raved about 
and missed. The Yanks found it under the 
ground and not on the walls of any Seven 
Cities. The Spaniards’ dream was there, 
under the cactus roots, covered by the rock 
and rubble of generations that had faded. 
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Tue development of the new 
B-D Yale RUSTLESS Needle 
of Hyper-chrome steel rounds 
out the field of choice for needle 
users. For different habits of 
use and for varied preferences, 
the choice of high carbon, Hyper- 
chrome and the original Firth- 
Brearley stainless steel is now 


conveniently available. 


Note that with ALL B-D 
Needles, of whatever steel, the 
user has the benefit of the NEW 
B-D NEEDLE POINT (less cut- 

, ting, more distention, reduced 
trauma and seepage) and the 
NEW B-D HUB (more broadly 
distributed grip of hub on 





needle, and considerably re- 





eae | duced possibility of breakage 
at the weakest place — the point 


B-D PRODUCTS of junction). 


cMade for the Profession 


BECTON, DICKINSON & CO., RUTHERFORD, N. J. 
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The Army officers told one fellow named 
Scheffelin that his prospect hole was likely 
to prove his tomb, so when he struck it 
rich, he called the claim ‘“‘Tombstone,” and 
that gave a name to the toughest mining 
town that ever lived, even on the desert. 

It became world famous as ‘“Helldorado,” 
the town that had a dead man for breakfast 
every morning; where they took a million 
dollars worth of silver ore out of the hole 
in a back street; where the great, gun-fight- 
ing marshal, Wyatt Earp, backed down a 
mob with a shotgun and saved “Johnny- 
Behind-the-Deuce” from being lynched; where 
the tough Clanton gang swung six guns and 
terror, until one morning Earp with his 
brothers and the quick-shooting dentist, Doc 
Holliday, met them in the “A-1 Corral” and 
the Clantons had a lovely funeral up on 
“Boot Hill,’ the Tombstone cemetery where 
they buried the boys who died wearing 
footgear. 

Tombstone is still there, a ghost town, 
melting to dust in the desert sun, with its 
Bird Cage Theatre, its Palace Saloon, its 
false-front stores and million-dollar sump 
— all spattered with bullet-marks — one of 
America’s greatest museums, dwindling be- 
cause of neglect and needing some recovery 
money to restore it so that its ghosts may 
walk comfortably between the walls where 
once they swaggered with guns on their hips; 
and road agents over the twist of the trail 
may wait for the bullion-laden coach that 
maybe still rolls in the dark of the moon 
under Arizona stars, while the shade of 


Sheriff Behan looks speculatively into his 
glass of “redeye” at the mahogany bar of 
the Palace. 

Other ghosts ride these wide reaches of 





Its vastness con- 
tains many a cac- 
tus-ornamented_wil- 
derness to lure the 
steps of the ex- 


plorer. 





the Arizona desert — the blue uniformed 
cavalrymen still chasing the shade of the 
Apache chiefs, Geronomio and Cochise, 
whose Indian warriors were esteemed the 
greatest soldiers the world has known — 
who rode down out of the Blue Dragoons 
like the wrath of God, to avenge the spoil- 
ing of their lands; and Hogan’s men, who 
ran with the speed of a horse, who hid with 
the subtlety of a lizard, who struck with the 
venom of a rattlesnake, and whose descen- 
dants now live in quiet and pastoral peace 
on their Arizona reservations, or weld and 
hammer the old designs of the arrow and 
snake into silver ornaments for sale to the 
tourist. 

The Hopi medicine men still use their 
red magic on the snakes to bring rain for 
their crops, but there is also white magic 
at work in the building of dams and res- 
ervoirs — irrigation that makes the desert 
bloom, and miles of citrus trees and date 
palms line the flat reaches where once the 
mariposa lily flowered. 

Arizona is as old as Egypt but as new as 
the newest star in the flag, and is waiting 
for millions of Americans to discover the 
dramatic gamut of color on the Painted 
Desert, the indescribable scope of the Grand 
Canyon, the clutching vistas of the Apache 
trail, and the sun that rays down on the 
Seven Golden Cities of Arizona. 


Serum Air Service in Germany 
Germany has recently instituted fast serum 
air service to aid in epidemics or other emer- 
gencies. An airplane privately owned by a 
pharmaceutical company is prepared to send 
at any time to any point in the country neces- 
sary medicines and trained personnel. 
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WILL PROVE 


THAT AN EFFECTIVE GERMICIDE 


CAN HAVE A PLEASANT ODOR 


ANTISEPSIs is, of course, essential in hospitals 
and sickrooms—disinfectants are necessary— 
but they need not be unpleasant. We made it 
our business to help banish hospital odor—to 
discover a germicide superior to phenol, cresol 
or chlorine, yet free from objectionable odor. 
Years of research resulted in the perfection 
of a new, powerful germicide called Phenolor. 

With Phenolor, sickroom utensils, hospital 
dishes, bed linens, surgical dressings, and 
instruments can be sterilized; lavatories, sick- 
room furniture, and floors can be cleaned— 
effectively and without a trace of disagreeable 
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odor. Phenolor has the pleasant odor of a 
fine lavender-scented toilet soap. 

Phenolor is non-poisonous if accidentally 
swallowed—non-irritating in proper dilu- 
tion. It has high germicidal properties, having 
a phenol coefficient of 5 to 7 when tested by 
the Food and Drug Administration method 
using Staphylococcus aureus. 

Modernize your hospital by eliminating 
“hospital odor.” If you are not already us- 
ing Phenolor, ask the Squibb Representative 
about this product, or write us for sample 
and prices. 


E. R. Sourss & Sons, Hospital Division HT4 
745 Fifth Avenue, New York City 





Please send me a sample and prices on 


Phenolor. 
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FOOD 


Grape Juice and Anemia 
Include citrus 
fruit juice in the 


child’s. diet, but 
don’t forget the 
grape juice. The 


juice of the grape 
aids in regenera- 
tion of hemoglobin, is a good 
source of nutritionally avail- 
able iron, and aids in prevention and treat- 
ment of secondary anemia, when 10 ounces 
daily are added to the diet. These are the 
conclusions of Drs. William Fishbein, Joseph 
K. Calvin and Johanna Heumann, in study- 
ing a group of 60 orphanage children of 
grade and high school age. 

Hemoglobin estimations were made on all 
children, using the Newcomer hemoglob- 
inometer at the beginning of the study, at 
the end of 30 days, and at the conclusion of 
the 86-day study. 

At the end of the study, the children who 
received the grape juice had gained hemo- 
globin at approximately twice the rate of 
the controls, these authors state. 

The children in the treated group received 
their 10 ounces daily of the fruit juice, in 
addition to the same good or better than 
average basal diet taken also by the control 
group. This diet was built up around fresh 
fruits, and vegetables, with adequate quanti- 
ties of meat, eggs and milk. 





Eating and Deafness 

A recent study of chronic progressive deaf- 
ness by Selfridge would seem to indicate that 
nutrition can be a causative factor. Where a 
deficiency in vitamin C is evident, and there 
is an insufficient ingestion of calcium and 
phosphorus, disturbances in the osseous 
labyrinthine capsule may occur. 

This research worker studied in detail the 
dietary histories of his patients, and cor- 
related them with the findings of the chem- 
ical constituents of the blood. 

Results, recently chronicled in the A.M.A. 
Journal, showed that a proper correction of 
the errors in diet to include foods rich in 
vitamin B, coupled with administration of 
vitamin B,, restored most of the hearing. 
Where there was a reduction in hearing 
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acuity of 25% or more, the vitamin B, com- 
plex was more effective. 

No one plan of attack can be formulated 
until more is known about the interrelation- 
ship between the endocrine glands, electro- 
lytes, and vitamins. Nevertheless, this report 
is considered provocative, since changes in 
bone structure and neural tissue do occur 
as a result of a vitamin deficiency, and such 
alterations are definitely known to be the 
cause of a progressive loss in hearing. 


Proving a Proverb 

An apple a day has long been reputed to 
keep the doctor away, and Indiana University 
medical experts have just demonstrated a new 
truth in the old adage. A quick-healing remedy 
for wounds and a powerful germ killer has 
been discovered in the pectin which housewives 
use for making jelly apples, of course, are 
rich in the substance. 

The pectin is easy to apply, and proved well 
suited to deep, infected wounds. It sometimes 
caused complete disappearance of the danger- 
ous streptococci and also of staphylococci. Pec- 
tin powder, mixed with water, had no irritating 
effect. 

Best results were produced in acid areas, 
where the pectin often wiped out the bacteria. 
In alkaline environment, the jelly completely 
lost its antiseptic value. 





Vitamins and Pyorrhea 

Lack of vitamin C in the diet may be the 
cause of, or a contributing factor to, 
pyorrhea. So far as experiments of two Har- 
vard dental school scientists were concerned, 
this oral disease was almost invariably associ- 
ated with the vita- 
min deficiency. 

Of the 48 humans 
studied, 23 who had 
low concentration of 
vitamin C showed 
marked evidence of 
pyorrhea, while 10 
patients with re- 
duced vitamin C 
content showed some 
indications of the 
Of 15 patients having a normal 





disease. 
amount of the vitamin, only one had 
pyorrhea. 

In such cases, Drs. Boyle and Weisberger 
are therefore administering 150 to 200 milli- 
grams of the vitamin daily for 5 or 6 days. 
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ure Chronic Floor Expense With 


Sealex Linoleum 





HE first cost of Sealex Linoleum 
is low. It may be installed directly 
over old wood or concrete floors with- 
out expensive preparatory work. Its 
life is long. And it never costs a cent 
for refinishing. No wonder Sealex is 
known as the unfailing remedy for 
chronic floor expense! 
Sealex is also an unusually attractive 
floor material. And because the sur- 


face is smooth and pore-sealed, it is 

very easy to keep clean and offers ex- 

cellent sanitary protection as well. 
Installed by authorized contractors 


Sealex Linoleum carries a guaranty 
bond covering the full value of mate- 
rials and workmanship. Write us for 

complete details today! 
CONGOLEUM-NAIRN 
KEARNY, N. J. 


INC. 


SEALEX LINOLEUM 


TRADEMARK REGISTERED 
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addition to the same good or better than 
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nutrition can be a causative factor. Where a 
deficiency in vitamin C is evident, and there 
is an insufficient ingestion of calcium and 
phosphorus, disturbances in the osseous 
labyrinthine capsule may occur. 

This research worker studied in detail the 
dietary histories of his patients, and cor- 
related them with the findings of the chem- 
ical constituents of the blood. 
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Journal, showed that a proper correction of 
the errors in diet to include foods rich in 
vitamin B, coupled with administration of 
vitamin B,, restored most of the hearing. 
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acuity of 25% or more, the vitamin B, com- 
plex was more effective. 

No one plan of attack can be formulated 
until more is known about the interrelation- 
ship between the endocrine glands, electro- 
lytes, and vitamins. Nevertheless, this report 
is considered provocative, since changes in 
bone structure and neural tissue do occur 
as a result of a vitamin deficiency, and such 
alterations are definitely known to be the 
cause of a progressive loss in hearing. 


Proving a Proverb 

An apple a day has long been reputed to 
keep the doctor away, and Indiana University 
medical experts have just demonstrated a new 
truth in the old adage. A quick-healing remedy 
for wounds and a powerful germ killer has 
been discovered in the pectin which housewives 
use for making jelly — apples, of course, are 
rich in the substance. 

The pectin is easy to apply, and proved well 
suited to deep, infected wounds. It sometimes 
caused complete disappearance of the danger- 
ous streptococci and also of staphylococci. Pec- 
tin powder, mixed with water, had no irritating 
effect. 

Best’ results were produced in acid areas, 
where the pectin often wiped out the bacteria. 
In alkaline environment, the jelly completely 
lost its antiseptic value. 


Vitamins and Pyorrhea 

Lack of vitamin C in the diet may be the 
cause of, or a contributing factor to, 
pyorrhea. So far as experiments of two Har- 
vard dental school scientists were concerned, 
this oral disease was almost invariably associ- 
ated with the vita- 
min deficiency. 

Of the 48 humans 
studied, 23 who had 
low concentration of 
vitamin C showed 
marked evidence of 
pyorrhea, while 10 
patients with re- 
duced vitamin C 
content showed some 
indications of the 





disease. Of 15 patients having a normal 
amount of the vitamin, only one had 
pyorrhea. 


In such cases, Drs. Boyle and Weisberger 
are therefore administering 150 to 200 milli- 
grams of the vitamin daily for 5 or 6 days. 
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Sealex Linoleum 


HE first cost of Sealex Linoleum 
is low. It may be installed directly 
over old wood or concrete floors with- 
out expensive preparatory work. Its 
life is long. And it never costs a cent 
for refinishing. No wonder Sealex is 
known as the unfailing remedy for 
chronic floor expense! 
Sealex is also an unusually attractive 
floor material. And because the sur- 





face is smooth and pore-sealed, it is 

very easy to keep clean and offers ex- 

cellent sanitary protection as well. 
Installed by authorized contractors 


Sealex Linoleum carries a guaranty 
bond covering the full value of mate- 
rials and workmanship. Write us for 

complete details today! 
CONGOLEUM-NAIRN 
KEARNY, N. J. 


INC. 
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It Makes Good Publicity 

An interesting experiment in hospital pub- 
licity was that recently tried by the enter- 
prising Hospital Association of Pennsylvania. 
With Hospital Day in the offing, perhaps 
other hospitals, too, might find it an effective 
way to promote public relations. 

“To see ourselves as others see us’ is 
always an interesting novelty, so the editorial 
staffs of two separate high school papers 
were asked to inspect Western Pennsylvania 
and Allegheny General hospitals, in Pitts- 
burgh, and then edit the monthly hospital 
bulletins of the two institutions. 

The resulting publications, copies of which 
have reached our desk, are remarkably well 
written and well edited, and present a vivid 
and interesting picture of how the various de- 
partments of the hospital appear to these 
youngsters as they stand ‘‘on the outside look- 
ing inside.” 

Needless to say, this project had its educa- 
tional advantages, both ways. It will provide 
a timely lesson to the hospitals as to what 
interests the layman in hospital news. And 
incidentally, think how many parents and 
friends must have perused those issues of 
the bulletins. 

—— 
Statistics on Hospitals and 
Radiologists 

Just what are existing financial arrange- 
ments between radiologists and hospitals? A 
report was recently issued on this subject by 
the Council on Professional Practice, of the 
A.H.A. Based on a tabulation of the returns 
from some 2,700 hospitals in the U. S. and 
Canada to the American College of Surgeons, 
the statistics represent a fair cross-section of 
the medium-sized and larger general hospitals, 
and indicate that: 

Most hospitals own their own equipment. 
Of those reporting ownership, 949% stated that 
the equipment was owned by the hospital. 

About half the radiologists are on salary. 
It was found that of the 1,571 hospitals reply- 
ing to this particular question, radiologists 
were on a full-time or part-time salary in 
47.8%; in 40.8% they received a percentage 
of the income; in 6.6% the basis was con- 
cession or rental; and in 4.8%, no payment 
was made to the radiologist. 

The reports were further classified in terms 
of the type and size of hospitals, and the size 
of the cities in which they are located. In 
general it was found that: 
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The proportion of salary arrangements in- 
creases with the size of the hospital. Thus, 
with hospitals of 250 beds or over, 71% of 
the 354 hospitals of this size reporting had a 
salary arrangement with their radiologists. 
With hospitals of between 100 and 250 beds, 
48% of the 629 reported a salary basis. With 
the 334 hospitals between 50 and 100 beds 
reporting, the proportion was 40%. Of the 
hospitals of between 25 and 50 beds, a large 
proportion did not answer the question, but 
of the 174 responding, 35 reported a salary 
basis. 

—__——_+f>—___- 


Popular Days for Suicide 

A recent suicide study at Boston City hos- 
pital indicate that in women, suicidal drives 
come to a head more often on Wednesday 
than any other time of the week. 

The same survey, which covered 1,147 
records of attempted suicide cases, indicated 
that for men, the day for the fatal decision 
is most often Sunday. 

Explanation is made of a probable cause 
in the fact that for women, family and social 
life is often a ‘matter of week ends,” with 
long, lonely stretches of dull, tiring house- 
hold or office duties intervening, the mid- 
day of which is Wednesday, marking the 
culmination of weekly dissatisfaction. 

Whereas, for most men, Sunday is the 
only day in which they have time for their 
own use, and there may be enough energy 
then not demanded by work to allow them to 
carry out their suicidal impulses. There are 
many cases, it is stated, where work is used 
as a drug, so on this day, deprived of work, 
the patient suffers a nervous letdown. 

The suicide rate for both sexes shows a 
rise in July, which is unexplained. 

eile anions 


Wyoming Requires Examination of 
Food Handlers 

Wyoming has recently joined the states re- 
quiring physical examination of food han- 
dlers. Printed forms issued to physicians 
there now make it clear that health check-ups 
must be complete as to nose, throat, chest 
and skin. 

The Kahn test must be given every six 
months, and, when indicated, microscopics 
for Neiserian infection, diphtheria, hemolytic 
streptococcus and tuberculosis. A report must 
also be made as to whether or not the examinee 
has been immunized for diphtheria, scarlet 
fever, typhoid and smallpox. 
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A SUPERIOR PAN-VITAMIN PREPARATION 


The perles are tiny—actually smallest in size, and yet highest in 
potency. Note particularly that Vi-Penta Perles are unusually rich 
in Vitamins A, B, and C. They contain 142 times the amount of 
A, twice the amount of B,, and 2% times the amount of C, as com- 


pared with similar capsules put up by reputable manufacturers. 
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Hospital Packages: 
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Anorexia, Failure 


Many physicians today are recom- 
mending a diet fortified with protec- 
tive foods for underweight children. 
Diets believed to be adequate are often 
deficient in some important respect. 





and Corollary Problems may 


"OVALTINE CONTAINS THESE 
PROTECTIVE FOOD ELEMENTS — 





Symptoms of mild, subclinical dietary 
deficiencies in children are fairly 
common even among ‘‘well-fed’”’ 
groups. Diets thought to be adequate, 
many times are deficient or lacking 
in some essential factor. 

Many physicians today are finding 


that fortifying the diet with protec- 
tive foods often brings beneficial re- 
sults. More and more, they are turn- 
ing to Ovaltine as a food supplement. 
For Ovaltine supplies valuable pro- 
tective food elements in a delicious 
liquid form. 


Ovaltine contains a variety of pro- 
tective food factors. It supplies vi- 
tamins A, B,, B, and D, and the min- 
erals calcium, phosphorus, copper 
and iron. (See table.) 


In addition, Ovaltine contributes 
valuable nourishment to the diet. It 
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o Gain in Weight 
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Lack of appetite is often one of the early manifes- 
tations of a defective diet. Correction of the defect 
may quickly show an improvement in appetite. 





Faulty nutrition is a common cause of underweight 
in children. The addition of Ovaltine to the usual 
diet intrigues the taste as extra values are added. 





be due to Deficiencies in Diet 


contains complete, high quality pro- 
teins, easily assimilated carbohydrates 
and fats in an attractive and easily 
digested form. 


Not only does Ovaltine increase 
the consumption of milk, but it 
makes milk a more digestible, more 
palatable and more valuable food. 
For example, Ovaltine provides 120 
U.S.P. units of vitamin D in each 
serving, a factor in which ordinary 
milk is frequently low. 


Best of all, Ovaltine is economical. 
A single serving for only 214 cents is 
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a remarkably low cost for such high 
food value. 

Try Ovaltine with your under- 
weight child patients. It is a pleasant 
and valuable method of fortifying the 
diet that children will quickly approve. 

For a trial package of Ovaltine, 
address The Wander Company, 360 
North Michigan Avenue, Dépt. HTB4, 
Chicago, Illinois. Copr. 1938, The Wander Company 


OVALTINE & 
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Meeting Calendar 

April 21-22, Mid-West Hospital association, 
Kansas City 

April 27-29, Hospital Association of Penn- 
sylvania, Pittsburgh 

May 16, Arkansas Hospital association, Fort 
Smith 

May 4-6, Tri-State Hospital assembly, Chi- 
cago (Illinois, Indiana, Wisconsin) 

May 18-20, Hospital Association of New York 
state, Buffalo 

May 2, Louisiana Hospital association, New 
Orleans 

May 10-11, Kansas State Hospital association, 
Wichita 

May 19-21, Minnesota Hospital association, 
Minneapolis 

June 2-4, New Jersey Hospital association, 
Jersey City 

June 13-17, Catholic Hospital association, Buf- 


falo 
June 23-24, Michigan Hospital association, 
Marquette 


Sept. 26-30, American Hospital association, 
Dallas, Tex. (annual convention) 

Sept. 30-Oct. 2, American Protestant Hospital 

Association 

25-28, American Public Health associa- 

tion, Kansas City 

November, Connecticut Hospital association 

oe 


Oct. 


Western Hospitals Discuss 


Hospitalization for All 

The annual convention theme of the As- 
sociation of Western Hospitals, and the West- 
ern conference, Catholic Hospital association, 
at San Francisco, Feb. 28-Mch. 3, was: 

“Adequate hospitalization for all who need 
it, regardless of financial condition, and ade- 
quate protection to hospitals giving such ser- 
vice. 

This keynote was struck by Dr. Malcolm T. 
MacEachern in his opening day speech, and 
was later covered from the standpoint of de- 
velopments, hospital management, regimen and 
policy for the future. 

Monday’s session was largely occupied with 
business. On Tuesday, the group concerned it- 
self with the increased costs of hospitalization. 
Venereal disease was discussed by Dr. Mal- 
colm H. Merrill, chief of the bureau of ven- 
ereal disease, California state department of 
public health. The annual dinner of hospital 
trustees was held on this day, presided over by 
Dr. Ray Lyman Wilbur, President of Stanford 
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university. Principal speaker: A.H.A. Presi- 
dent Robert E. Neff. 

Increased costs, personnel problems and the 
annual banquet were business and social is- 
sues on Wednesday. Dr. Ben W. Black, ad- 
ministrator of Alameda county institutions, 
discussed general public admissions to tax sup- 
ported hospitals. Speeches by Dr. J. C. Geiger, 
health officer of San Francisco, and Dr. Robert 
E. Wyers, of the Pacific colony, Spadra, con- 
tributed discussion on isolated colonies for 
alcoholics and treatment for epileptics. 

Dr. Glenn F. Myers, president, presided over 
the annual convention banquet Wednesday. 
Announcement was made on this occasion by 
Harold Haas, assistant insurance commissioner 
for the state, of the Southern California group 
insurance plans. 

Group insurance again occupied attention on 
Thursday, with a speech by E. A. Van Steen- 
wyk, director of the Minnesota Hospital Ser- 
vice association, St. Paul; R. D. Brisbane, di- 
rector of Sutter hospital, Sacramento, who dis- 
cussed the issue from the hospital standpoint ; 
and Dr. J. H. Shepher of San Jose, who con- 
tributed the physician’s viewpoint. Treatment 
and control of cancer was also an outstanding 
issue of closing day, Dr. Alson R. Kilgore 
prospecting the future outlook. 

In a discussion on hospital legislation, Dr. 
Junius Harris, Sacramento, and Attorney E. A. 
Heafey, Oakland, charged the convention 
group to keep a close watch for legislative at- 
tack, particularly the type to make the tax- 
supported hospitals “free-for-alls.”” R. E. Heer- 
man, administrator of California hospital, Los 
Angeles, reviewed legislation of the future, a 
summary of which was given by Dr. Harris. 

A. C. Jensen, supt. of Fairmont hospital, 
Oakland, is incoming president of this group, 
and Harold S. Barnes, administrator of the Lat- 
ter Day Saints hospital, Salt Lake city, is pres- 


ident-elect. 
a on 


New Allied Groups Meet with 
Tri-State Assembly 

The largest exhibit in the history of the Tri- 
State Hospital association (Illinois, Indiana 
and Wisconsin) is being arranged this year by 
Executive Secretary Albert G. Hahn. This is 
in proportion to all the rest of the prepara- 
tions for the Chicago meeting, May 4-6. 

In addition to the usual sections for such 
allied groups as dieticians, nurses, accountants, 
housekeepers, and similar groups, several new 
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95% OF PATIENT’S WEIGHT 
RESTS ON THE BED 
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Introducing the new No. 500 seamless style Relax. Auto- 
matic bed pan washers and sterilizers will accommodate 
No. 500. It retains every tested and proven scientifically 
designed feature of the famous No. 400 Relax, approved 
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and used in hundreds of hospitals. The broad body- 

conforming seat area, rounded pan bottom and smaller 
opening promotes comfort — 95% of the patient's 

MAKES PLACEMENT EASY 

PROVIDES PERFECT COMFORT 

AIDS PATIENTS RECOVERY 














weight rests at mattress level — more thorough and 
beneficial evacuations are obtained. Easy roll-on 
placement eliminates heavy lifting of patients. 
Doctors praise the many indispensable advantages. 
They are insisting on the use of Relax. Use the 
coupon below now, or write for complete information. 








Recommended by Doctors Everywhere 


Now Used by Hundreds of Hospitals FREE SAMPLE 


Request by Letter or Coupon 


At sample Relax Bed Pan 
will be supplied Pree to 
and thorough test. 


auc yoncs Metal Products Co. 

West Lafayette, Ohio 

Gentlemen: We accept your offer of one 
new Relax bed pan for our test at no 
charge. Choice indicated. 


THE JONES METAL PRopucts company neti 


WEST LAFAYETTE, O. Cie 


Hospitals, everywhere, are switching to Relax. No wonder 
— the elimination of ‘‘bed pan fear,’’ the positive comfort 
for patients, the aid to patients recoveries, the easy pan 
placement for nurses and orderlies, the increased utility, 
the comfortable use for fracture cases, acute arthritis, T. B. 
Spine and other highly sensitive ailments have completely 
outdated ordinary style bed pans. Use the coupon today — 
get a free sample Relax No. 400 or No. 500 offered to hos- 
pitals — give it a thorough test — see why Doctors are 
enthusiastically recommending these modern, more com- 
fortable, more useful bed pans. 


Piece asscccarses cececons, SEALE 


SPECIALIZING EXCLUSIVELY IN HOSPITAL [1] No. 500 Fits Automatic Bed Pan 
AND SURGICAL PORCELAIN ENAMELWARE Washers 
(J No. 400 Larger Size. 
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associations are convening with the assembly 
this year, including hospital pharmacists, clin- 
ical pathologists, bacteriologists, radiological 
technicians and physical therapists. 

Nineteen participating organizations and sec- 
tions, representing phases of hospital service, 
hold conferences both afternoons. 

Hospital personnel problems, present prob- 
lems of nursing service, and maternal and 
infant care in hospitals are the three subjects 
scheduled for particular attention. 


Some Program Head-Liners 

Speakers on personnel problems include Dr. 
Arthur C. Bachmeyer, U. of Chicago clinics ; 
Edgar Blake, Methodist Episcopal hospital, 
Gary, Ind.; Dr. Arnold F. Emch, executive di- 
rector, Chicago Hospital council; Joseph G. 
Norby, Columbia hospital, Milwaukee; Dr. 
John E. Gorrell, Blodgett Memorial hospital, 
Grand Rapids; Mabel Binner, Children’s Me- 
morial hospital, Chicago; Herman Hensel, 
Presbyterian hospital, Chicago, and Alden B. 
Mills, Modern Hospital magazine, Chicago. 

The subject of maternal and infant welfare 
will be covered by a large variety of such qual- 
ified speakers as: Dr. Fred L. Adair, U. of 
Chicago; Dr. R. C. Buerki, State of Wiscon- 
sin General hospital; J. Dewey Lutes, Ravens- 
wood hospital, Chicago; Dr. Charles W. 
Myers, Indianapolis City hospital; Dr. William 
H. Walsh, Chicago; Dr. Wm. C. Danforth, 
Evanston hospital; Rev. Herman L. Fritschei, 
Milwaukee hospital; Dr. Frederick H. Falls, 
U. of Ill. College of Medicine; Dr. Edward 
L. Cornell, Northwestern University medical 
school; Dr. M. Edward Davis, U. of Chicago; 
L. C. Vonder Heidt, West Suburban hospital, 
Oak Park, Ill., and Dr. Thomas R. Ponton, 
Hospital Management, Chicago. 

Dr. Bert Caldwell, editor of Hospitals, will 
review the discussion on the present status of 
nursing service and nursing education, the pro- 
gram for which is not yet complete. 

An interesting feature of last year will be 
repeated in the special round table conference 
for small hospitals, presided over by Gladys 
Brandt, supt. Cass Co. hospital, Logansport, Ind. 

——.- fe —- -— 


Hospitalization of Veterans 
A survey made some months ago indicated 
that there were 57,265 beneficiaries receiving 
hospital or domicilary care under supervision 
of the Veterans Administration, of whom 
50,330 were World war veterans, and 99 
veterans of the Civil war. 
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Plans Complete for Pennsylvania 
Convention 

On April 27-29, the Hospital Association of 
Pennsylvania meets in Pittsburgh for the an- 
nual convention. The forecast is all for a par- 
ticularly fine conference, and some important 
business sessions are scheduled. A large num- 
ber of hospital problems will receive “airing” 
— two subjects to be covered with unusual 
thoroughness are ‘Nursing,’ and “Hospital 
Accidents and How to Avoid Them.” 

Opening morning will be occupied with a 
general business session. Wednesday after- 
noon, President Mary B. Miller, supt. Presby- 
terian hospital, Pittsburgh, will make her ad- 
dress. ‘‘Education and Training of the Hos- 
pital Administrator” will be discussed by How- 
ard E. Bishop, President, A.C.H.A.; some valu- 
able publicity pointers will be given by H. G. 
Andrews, editor of the Johnstown Democrat, 
in outlining “The Hospitals as the Community 
Sees Them.” 


Some Nursing Problems 

The rest of Wednesday will be given over 
to the nursing session, with Esther J. Tinsley, 
supt. of Pittston (Pa.) hospital, presiding. 
“The State Board of Examiners for Registra- 
tion of Nurses, and its Relation to Hospitals 
Conducting Schools of Nursing” is the general 
topic, and the subject is to be thoroughly sur- 
veyed by competent speakers who will ap- 
proach it from the viewpoints of: function and 
aims of the Board; selection of professional 
personnel; selection of teaching personnel; 
standards of nursing care in hospitals conduct- 
ing schools of nursing. A round table discus- 
sion of nursing questions will terminate the 
session. Mrs. Edith S. Connell, vice chairman, 
State Board of Examiners for Registration of 
Nurses, will preside. 

The trustees’ session will be an important 
item, next day, with an address by A.H.A. Pres- 
ident Robert E. Neff outlining the function of 
the board of trustees in the modern hospital. 
Policies and administrative practice will be 
covered by Dr. Joseph C. Doane, medical direc- 
tor of Jewish hospital, Philadelphia. 

“Pertinent Problems Relating to Hospital 
Administration” is the subject of a panel round 
table, presided over by Lewis N. Clark, manag- 
ing director of Germantown hospital and dis- 
pensary. 

Friday sees installation of John N. Hatfield, 


administrator of Pennsylvania hospital, Phils- 


delphia, as incoming president, and induction 
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and installation of other officers and trustees. 
On this day, Mr. Hatfield also contributes a 
discussion of standardization and simplification 
of hospital furnishings, equipment and sup- 
plies. A dramatic portrayal “All in a Day,” 
will be a program novelty. 

The symposium on hospital accidents will be 
lead by A. R. Hazzard, supt. of Easton hos- 
pital, Boston. Mr. Hazzard discusses actuarial 
experience of insurance companies as related 
to hospital accidents. Other subjects and 
speakers are: “Hospital Accidents in the Nurs- 
ing Field,’ Roxanna Gray, supt. Canonsburg 
(Pa.) General hospital; “Hospital Accidents 
in the Maintenance Department,” Ray B. Hall, 
manager Lancaster (Pa.) General hospital; 
“Hospital Accidents and How to Avoid them 
in the Physiotherapy and Correlated Depart- 
ments,” Roscoe E. Gregg, physiotherapy tech- 
nician, Western Pennsylvania hospital, Pitts- 
burgh. 

Allied groups meeting at the same time are 
the Pennsylvania Association of Nurse Anes- 
thetists, and Pennsylvania State Dietetic asso- 


ciation. 
-—— qe —__- 


New England Holds Record 
Meeting 

The group of more than 800 who attended 
the New England Hospital association conven- 
tion in Boston, March 10-12, had reason to feel 
well rewarded for their attendance. 

The consensus was to the effect that this 
meeting was one of the best ever held by the 
New England group — which of course marks 
it as an important “high” in hospital affairs. 
The newspapers gave full publicity, and com- 
mented particularly on this year’s interesting 
supply and equipment exhibits, of which there 
were more than 50. 

A discussion of ‘The Front Office” by Leroy 
C. Cox, C.P.A., Woonsocket (R. I.) hospital, 
yielded some valuable “tips’’ on management 
and collections. He advocates a six months’ 
analysis of costs every two years as helpful; 
also suggests sending out a series of three or 
four collection letters at two-week periods. 

Miss Laura B. Logan, director, school of 
nursing, Boston City hospital, addressed the 
gathering on ‘A Program of Instruction for 
Staff Nurses,” and advocated a working week 
which would offer sufficient time for graduate 
staff work and a general promotion of cultural 
interests. Margaret E. Conrad, professor of 
nursing, Columbia university, rounded out the 
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subject with a ‘Reconsideration of the Work 
of the Nurse.” The ward helper will be a 
great asset if properly taught and supervised, 
she declared. 

A speech creating much interest was that by 
W. E. Braitewaite, of the national bureau of 
standards, U. S. department of commerce, who 
told of the work of that bureau in simplifying 
and standardizing hospital equipment and sup- 
plies. After his address, a resolution was 
adopted recommending that ‘‘the federal gov- 
ernment, in cooperation with the A.H.A., pub- 
lish a manual of standards for hospitals.” 


Pay Roll Problems 

A round table discussion brought out the 
fact that many hospitals have increased the 
salaries of nurses and other workers during the 
past year. No hospital reported salary de- 
creases for last year, but several stated that due 
to present economic conditions, there would be 
a decrease or cut this year. 

Some of the other subjects and their speak- 
ers were: ‘Care of Premature Babies,’ Flor- 
ence L. McKay, M.D., Dept. of Public Health, 
Commonwealth of Massachusetts; ‘The Prop- 
erly Run Record Room,” Mrs. E. Chase, Massa- 
chusetts General hospital. 

Food problems were covered by Geo. A. 
Knight, Middlesex sanatorium, Waltham, 
Mass., Marian Floyd, Mass. General hospital, 
Marion G. Dana, New Haven hospital. 

Maintenance problems pertaining to laundry 
and power house were given discussion by M. 
P. Johnson, Cambridge (Mass.) laundry, and 
Everett A. Greene, Rhode Island hospital. 

Dr. William O. Rice, supt. Rhode Island 
hospital, Providence, speaking on the hospital 
report, urged that it be given wider distribu- 
tion; and that it eliminate long medical state- 
ments, and use effective illustrations. 

Newly elected officers are: Dr. Wm. O. 
Rice, president; Warren F. Cook, New Eng- 
land Deaconess hospital, Boston, vice presi- 
dent; Oliver Pratt, Salem (Mass.) hospital, 
treasurer; Dr. A. E. Engelbach, Cambridge 
(Mass.) hospital, secretary. 

——* 





Leprosy in Brazil 

The leprosy problem, in Brazil, is a gen- 
uine one. There are at least 27,000 cases, 
in a population of 48,000,000. At present, 
10,000 cases are isolated in 16 leprosariums. 
The newest hospital, at Rio de Janeiro, has 
a capacity of 500 beds, and eight more such 
institutions are under construction. 
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Propadrine Hydrochloride is in- 
dicated in the control of allergic 
manifestations. It possesses pharma- 
cologic effects similar to those of ephe- 
drine, but seldom produces the unde- 
sirable side-effects of insomnia, nerv- 
ousness, excitation or nausea which 
may accompany the administration of 
ephedrine. Thus, it also usually obvi- 
ates the necessity of simultaneously 
administering sedatives. 


Propadrine Hydrochloride, S& D 
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Symptomatic control of 
Hay Fever and Asthma, 
with minimum toxic 
manifestations 
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ONE Fanoouree 
SOLUTION. 





(phenyl-propanol-amine hydrochlo- 
ride) isa bronchodilator and local vaso- 


constrictor. It is supplied in these con- 
venient dosage forms in prescription 
packages with detachable labels: 

Capsules Propadrine Hydrochloride: 
3s gr., bottles of 25, 100 and S00. 

Solution Propadrine Hydrochloride: 
1%, one-ounce and pint bottles. 

Nasal Jelly Propadrine Hydrochlo- 
ride: 0.66%, in one-half-ounce collaps- 
ible tubes. 
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Student Health at Columbia 

The Columbia university medical office 
serves one of the largest university com- 
munities in the nation, and has provided 
more than 750,000 conferences and treat- 
ments since it was established 25 years ago. 

This extensive student health service has 
“done a bit of growing” since 1912, when 
2,967 persons were treated with limited fa- 
cilities by a staff of two. Since then, the 
staff has increased to 29, including two full- 
time and nine part-time physicians, who are 
assisted by a group of 35 others when the 
annual medical examination season for fresh- 
men rolls around. 

The health program in this busy office 
includes not only services to students who 
are ill, but fosters a program of health su- 
pervision including examination and advice 
for students, employees of the department 
of buildings and grounds, the dormitories 
and campus restaurants. 

~— -- te —— - 
Hospital Management in 
South America 

The governments of Puerto Rico, Vene- 
zuela and Santo Domingo all cooperate with 
the School of Tropical Medicine, University 
of Puerto Rico, on a program of education 
in hospital management. 

The battle against tropical diseases at the 
School of Tropical Medicine, University of 
Puerto Rico, is carried on under the direction 
of an honorary staff of Columbia university 
scientists. 

The school, established in 1926, has had a 
growing influence upon the health conditions 
of the island through its broad program of 
research in human and animal ailments, diet, 
nutrition and public health problems. 


Safety in New York 

New York state seems to be growing more 
“safety-minded,” points out New York Medi- 
cal Weekly. At least the number of “preven- 
tive” bills introduced in the state legislature 
this year would seem to indicate a growing ap- 
preciation on the part of the public of the 
importance of forestalling trouble. 

This year's legislature, points out the edi- 
torial, is displaying a commendable interest in 
“the little things of life.” One bill provides 
for sterilization of drinking glasses in public 
places; another regulates sanitary conditions in 
tourist camps; a third requires omnibuses to 
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carry the proper supply of first-aid equipment. 

‘Accident rates and the morbidity from pre- 
ventable diseases indicate that we have a long 
way to go in this direction,” is a conclusion. 

“Falls, burns, automotive injuries take an 
enormous toll which proper precautions could 
reduce at least by half. Smallpox, diphtheria 
and diseases growing out of inadequate sanita- 
tion are all preventable. Much sickness for 
which no specific immunization exists can be 
prevented or lessened in severity by a suitable 
hygienic regime and early medical care. Cur- 
tailment of self-medication would undoubtedly 
reduce both morbidity and mortality.” 

———-f —_—.-- 

Character in Business — and Hospitals 

Puritan Compressed Gas Corp., as a member 
of the Rice Leaders of the World Assoc., has 
called our attention to an attractive booklet, 
“Character in Business,’ by Elwood E. Rice, 
LL.D. 

Set forth therein, as one of the maxims of 
this group of business men, is a code applic- 
able, at least in part, to hospitals: ‘The secret 
of success is concentration and perseverance 
on a sound plan. A _ business must pass 
through the cleansing fires of experience. It 
must survive the test of time. It must build 
and retain friendships by mutual confidence 
and good-will. Such confidence is based upon 
the known character of men.” 

—~—— -— 
British Doctors Prepare for War 

As a preparation for war, Britain is can- 
vassing all physicians, to find and list those 
available in time of emergency. A classi- 
fication into the following categories is pro- 
posed: 1. Those willing to accept whole 
time service at home or abroad. 2. Those 
willing to accept part time service at home. 
3. Those willing to offer emergency service 
for the medical care of civilian casualties 
after air raids or bombardments. 

a 
New Health and Teaching Center 

A third unit in New York City’s health and 
teaching program was opened last month with 
the dedication of the Kips Bay-Yorkville cen- 
ter, recently completed. 

This unit, like the two others, is operated 
in conjunction with the five medical schools 
in the city, and the department of health. It 
is conducted in cooperation with Cornell uni- 
versity medical college and the Society of the 
New York hospital. 
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in PROGYNON-DH and PROGYNON-B 


... these preparations have proved valuable in the economic 
management of estrogenic hormone deficiencies, such as: 
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Schering Corporation was the first to perfect the highly 
potent dihydro form of the follicular hormone (estradiol or 
dihydroxyestrin ). Estradiol is the active substance in Progy- 
non-DH tablets, suppositories and ointment, and as a benzoate 
in Progynon-B ampules. Research indicates that estradiol may 
be considered the true ovarian follicular hormone and many 
times more active than estrone (theelin or ketohydroxyes- 
trin), one of the forms in which the estrogenic hormone is 
excreted in human urine. 

To facilitate accurate dosage, Progynon-DH and Progy- 
non-B in oil are supplied in several strengths, the latter ma- 
terial as high as 10,000 Rat Units (50,000 International Units) 
per 1 ce. ampule. Only with Progynon-B is it possible to ad- 
minister such concentration in a single 1 cc. dose. This high 
concentration is of definite advantage in cases of extreme folli- 
cular hormone deficiency. 


CONCENTRATIONS AVAILABLE 


Progynon-B* in oil — 500 Rat Units, 1000 Rat Units, 2000 Rat Units, 
10,000 Rat Units per ampule of 1 ce. size. Progynon-DH* Tablets — 50, 
200 and 600 Active Biological Units per tablet. Progynon-DH* Vaginal 
Suppositories — 250 Rat Units per juvenile size suppository; 250 and 
2500 Rat Units per adult size suppository. Progynon-DH Lanol* — 200 
and 1000 Rat Units per gram, in 50 gram jars. 
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THEY SAY THAT: 


We of the medical profession are deter- 
mined that we will not be subjected to politi- 
cal interference. We will not sacrifice the 
spiritual values of our profession for the 
small material gain held out to us by political 
and social experimenters who are attempt- 
ing now to control the practice of medicine. 
We refuse to be dictated to by men who are 
not physicians, who do not understand the 
sacred obligation of physicians to their 
patients. 

—Dr. Wm. J. Mayo 
Ill. Med. Journal 


... and so they put a roentgen ray on 
the bogeyman — the big, bad bogeyman of 
hospital insurance and then they found 
that he was harmless, after all.” 

So may well end the story of the long 
battle for group hospitalization in Philadel- 
phia — a battle which, we are happy to 
record, was won this week, when representa- 
tives of the Philadelphia County medical so- 
ciety and the Hospital council agreed on 
adoption of the ‘'3-cents-a-day”’ plan which is 
working so well elsewhere. 

It is not uncommon to pass milestones 
without noticing them, but this is a milestone 
which will stand out like a monument to 
thousands of Philadelphians who have long 
waited for the chance to protect themselves 
with hospital insurance. The one regret- 
table factor is that they have had to wait so 
long, while the physicians debated their diag- 
noses — debated whether hospital insurance 
were socialized medicine, or just common 
sense like other forms of insurance. 


—Editorial, Philadelphia Record 





It seems quite obvious that if an eight-hour 
day is to be made mandatory, one of three 
things must happen in many instances, and in 
some cases all of them. Either the wages of 
employees must be reduced to the level where 
hospitals can carry them under their budget 
plans, or the service charges must be increased, 
or the standard of service lowered. 

Sickness is a hard master. It awaits no 
man’s time and opportunity. Those who have 
the responsibility of running hospitals cannot 
be delayed in an emergency to argue with an 
employee as to whether his eight hours is up. 
The ability to command service from an em- 
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ployee at any time or place may spell the dif- 
ference between life and death for a patient. 
Those who do not believe this, should try 
to explain to the family of someone who was 
the victim of such unthinkable circumstances 
that they are sorry they could not save the dear 
one’s life because Local 23 of the Hospital 
Employees’ Union was called off duty at the 
very moment it was inadvisable to leave. 


—N. Y. State Jnl. of Med. 


The transformation that has been made in 
the Department of Hospitals in these past four 
years under the guidance of Dr. S. S. Gold- 
water, one of the world’s foremost authorities 
on hospitals, is one of my deepest sources of 
satisfaction at having headed this administra- 
tion. 

If my administration had accomplished noth- 
ing else, I would still feel proud of the way 
the political pesthole discovered in the hospi- 
tal system was converted into an efficient, scien- 
tific medium for care of the city’s physically 
and mentally sick. 

—Mayor Fiorella La Guardia 


The aim of our service is health — not 
sickness — and a good job demands unani- 
mity of action on the part of all agencies, 
public or private, despite individual prefer- 
ence or prejudice. No one group or one insti- 
tution can do all the work for all the people. 
Communities need hospitals; they are as 
essential as the community itself. Trustees 
need physicians, and physicians need trustees, 
and the peace of mind comes only to an ad- 
ministrator when he is fully aware that he 
needs both for the creation of his services. 
—The physician’s growing interest in hos- 
pital policy is sound; our institutions must 
not compete with our practitioners. Yet, it is 
our responsibility to get an overview of medi- 
cal practice, and see the organization at least 
of community medicine as it affects both the 
doctor and the patient. 

—Edgar C. Hayhow 
Past Pres. N. J. H. A. 


The time has come when we, of organized 
medicine, must assert ourselves and teach oth- 
ers that organized medicine will continue to 
care for the nation’s sick as always. 

We must shake our reticence and combat 
those misguided forces, or those who, for a 
livelihood, would force upon the country so- 
cialized medicine. We must adjust ourselves 
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Administered orally, rectally or, 
in emergencies, intravenously, 
Nembutal exerts an extremely 
rapid but brief hypnotic and a 
pronounced sedative action from 
a dosage only about one-half that 
required with most other powerful 
barbiturates. This small dosage 
reduces the recovery period also 
by about one-half and, by lessen- 
ing the amount of the drug to be 
eliminated, makes Nembutal, 
clinically, one of the safest of the 
barbiturates. @ Safety, rapidity 
and brevity of action recommend 
Nembutal for use not only as a 
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pre-anesthetic sedative in major 
and minor surgery, but also in the 
treatment of insomnia, hysteria, 
sea-sickness, nausea from any 
cause, eclampsia, delirium tre- 
mens, convulsions from strychnine 
or other poisoning and in obstet- 
rics, with or without morphine and 
scopolamine. Nembutal has also 
been used with much success as a 
supplement to morphine in con- 
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trolling the pain of early cancer. 
@ Nembutal is available through 
pharmacies in a wide variety of 
forms, the most widely employed 
of which are the !4-grain. 34-grain 
and | !9-grain capsules for oral use. 
Complete up-to-date literature on 
Nembutal is available. It will be 
sent onreceipt of the coupon below. 


ABBOTT LABORATORIES 
NORTH CHICAGO, ILLINOIS 


4 Please send complete literature on Nembutal to 
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to changes in conditions, and devise ways and 
means to meet these centralized forces. 

Political and fraternal privileges for free 
medical care must be stopped. The low bracket 
income worker shall be cared for, medically, 
in accordance to his income and his choice. 
The indigent, not always by his own choice 
will, no doubt, be a part of our society. He 
shall be cared for as always, and by the same 
token, indigency shall cease to be glorified and 
encouraged as it has been for the past few 
years. 

—Pres. Harry C. Guess 
Med. Soc., County of Erie, N. Y. 


Medicine moves forward so rapidly that 
its day-to-day activities are necessarily edu- 
cational. It is in no way finished. It is im- 
perative that the young doctor and the nurse 
be brought into the immediate care of the 
sick. In no other way can medicine keep 
up with the constant flow of new informa- 
tion, and the resultant new responsibilities 
of the profession. ... . 

In the complications that have come into 
the medical work with increased knowledge, 
even a general hospital with its variety of 
sick and its many departments has not been 
adequate for the training of the physician. 
We have had to make the hospital a medical 
center through the addition of the nurses’ 
training school, the physical therapy depart- 
ment, social service, laboratories and out- 
patient clinics — as well as adding special 
hospitals, particularly those in psychiatry 
and communicable diseases. 

—Dr. Ray Lyman Wilbur 
President, Stanford University 


Organized physicians, surgeons and dentists 
are not the sole protestants against the scheme 
fostered by an influential section of the Roose- 
velt administration to socialize the practice of 
medicine, surgery and dentistry. American tax- 
payers, who foot the bills for all government 
expenses, regular and experimental — who 
squirm under restrictive taxes, and groan loud- 
ly at the prospect of still others — are making 
their voices heard. 

Observing the experiment by a governmental 
agency, the Federal Home Loan Bank board 
(which appropriated $20,000 to finance estab- 
lishment of a health insurance association 
among its 2,000 employees, and promised 
$20,000 more), taxpayers are asking pointedly 
why, in addition to paying the salaries of these 
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federal employees, they are asked to pay from 
one-third to one-half of their doctors’, nurs- 
ing and hospital bills. 

True, the acting Comptroller General has 
informally held this appropriation to be il- 
legal, but nothing has been done to halt the 
scheme. On the contrary, proponents of posi- 
tive action by Congress grow more insistent 
daily. 

The American taxpayer is usually inarti- 
culate — except at the ballot box. There 
are, however, a few organizations whose 
members contribute heavily to the U. S. 
treasury, and at least one of these, the Cham- 
ber of Commerce of the U. S., is strenuously 
opposing nationalized medicine and federal 
health insurance, being convinced — from a 
study of similar experiences abroad — that 
they will mean another huge bill for the 
public, with no compensating advantage or 
benefit. 

—Malcolm Bayley 


in Christian Science Monitor 


Medicine stands today at the crossroads of 
public relations. One way leads over the 
bridge of compulsory health insurance into the 
valley of State Medicine and regimentation. 
The other leads straight ahead along a con- 
stantly widened and improved highway which 
has brought to the people of this country 
longer life and better health than that enjoyed 
by the citizens of any other nation under the 
sun. 

Through the initiative of private physicians, 
America has become the medical center of the 
world. . . . This is the splendid contribution 
of a free profession to a free people. It is the 
responsibility of the medical profession to pro- 
tect and preserve this heritage in order that it 
may be passed on unimpaired to future genera- 
tions. 

—Illinois Medical Journal 


No program for venereal disease control 
could possibly succeed without the full co- 
operation of the physicians of the community. 
Medical opinion today places the same re- 
sponsibility upon the physician who recog- 
nizes a patient with infectious syphilis, as 
upon a confrére who discovers a case of 
smallpox. The necessity of reporting such 
a case, as required by the Sanitary Code, and 
of epidemiologic follow-up, is just as great 
in one, as in the other. 

—Medical Times 
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INTRAVENOUS SOLUTIONS IN VACOLITERS 


You can have Baxter quality for your money 


Whatever you are spending now... 
whether it is five hundred dollars or 
five thousand dollars . . 
venous solutions . . . you can have 
Baxter quality . . . Baxter conven- 
ience... and at the same time, keep 


. for intra- 


your costs in line. 

Consequently, when you specify 
Baxter's Dextrose and Saline Solu- 
tions in Vacoliters you are, inreality, 
getting much more than fine intra- 


The fine product of 
BAATER LABORATORIES 


GLENVIEW, ILL. COLLEGE POINT, N. 
TORONTO, CANADA 


Produced and Distributed on the Pacific Coast by 
Don Baxter, Inc., Glendale, Cal. 


Distributed East of the Rockies by 


CHICAGO 


ne 


venous solutions: you are getting 
the unique Vacoliter which protects 
the tested purity of your Baxter's 
solutions .. . the line of fine service 
accessories . . . the collective expe- 
rience of a highly trained group of 
laboratory experts . . . all these are 
yours. All these are the extra services 
that make Baxter’s Dextrose and 
Saline Solutions pure and sterile... 
convenient and economical to use. 


GLENDALE, CAL. 
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This is how your Tomac Gastro-Evacu- 
ator will look when you receive it. The 
tubing is in place . . . the bottles are 
filled with distilled water—alcohol treated 
to keep it fresh and pure . . . the unit is 
ready for you to use. The model shown 
here is fully chrome plated, other models 
are available in white enamel with or 
without the double hook standard. 











indy this picture carefully... 


| . . . because it shows you an entirely new idea in suction siphonage . . . one that will save you 
| time and effort .. . one that will increase the usefulness of your Tomac Gastro-Evacuator. By 
the simple addition of a double hook standard you have ideal facilities for three important aids 


| to treatment. 1l—gastric suction, 2—gastric lavage and 3—intravenous therapy. 


When you want to change from suction to lavage you merely close one clamp and open 
another. You don't have to disconnect a single bit of tubing. You needn't disturb the patient 


by placing another catheter. 


Study the picture. When you want suction ... close the clamp just above the Y tube and 
open the clamp below the Y tube. For lavage ... reverse the procedure. Always close one 
clamp before opening the other. The intravenous infusion, of course, is independent of either 


of the other functions. 


The Tomac Gastro-Evacuator is the original non-electric continuous suction siphonage unit 
. the first to give you completely automatic and continuous evacuation. The first to bring 
you a complete device . . . assembled in one convenient unit ... ready at any time for instant 


use. ... The first to give you a clean, simple means of measuring aspirated material. . . . 


And now, the first to bring you even greater usefulness and convenience in this new Tomac 


Gastro-Evacuator with its double hook standard. 


Remember, this is the original . . . tried and tested in hundreds of hospitals . . . proved 
beyond doubt as the finest, simplest. most completely usable suction siphonage unit . . . the 


Tomac automatic — continuous Gastro-Evacuator. 


In lots of 3 In lots of 6 
Each Each Each 


Tomac Gastro-Evacuator—White Enamel... $49.95 $47.00 $45.00 





With Double Hook Standard 56.95 54.00 52.00 
Tomac Gastro-Evacuator—Chrome Plated.... 59.95 57.00 55.00 
With Double Hook Standard . 66.95 64.00 62.00 
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NO SEROLOGICAL TEST CAN BE BETTER THAN ITS CONTROLS 


Your technique may be as free from error as humanly 
possible . . . your apparatus, the last word in accuracy 
your experience, more than adequate . . . yet unless your 
control serums are above the slightest question, you can't 
depend on the truth of your results. 











Be sure the other elements of your laboratory technique 
are complemented by dependable serums for control 
serums from American... . 


Because American Serums, produced in one of America’s 
leading serum centers, are pooled to insure clarity and uni- 
formity of reaction. They are tested and retested in state, 
city and independent laboratories to insure their quality. 
You get only those that have passed every test. 


Positive Syphilitic serum need no longer be a problem to 


you. It’s always available . . . always fresh . . . always 
dependable. From h 
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« <« CLINICAL NOTES * 


Each month this department will contain highlights from original sources 
or from current medical literature of special interest to hospital people — 


Superintendents—Interns—Nurses. 


By J. F. Fleming, M.D. 


Loss of Hair from Ethyl Gasoline 

That partial or total baldness might be 
caused by ethyl gasoline is a problem raised by 
H. J. Templeton, George Michael and J. M. 
Key of Oakland, California, in Archives of 
Dermatology and Syphilology, January 1938. 

Experiments conducted on animals showed 
that when a certain brand of ethyl gasoline 
was applied to the skin of rats, guinea pigs 
or rabbits, loss of hair resulted in the area to 
which the gasoline had been applied, and in 
varying degrees lateral to the point of applica- 
tion. Control animals treated with kerosene 
or plain gasoline were not affected. Regrowth 
of hair was noted in three or four weeks. 

Although the tests were not conducted on 
humans, the possibility of ethyl gasoline as an 
etiological factor should be borne in mind in 
the study of a given case of baldness. 


Convalescent and Immune Blood 


in Control of Measles 

Measles is so widespread in distribution, that 
it is often considered inevitable in occurrence 
and of little consequence in childhood. How- 
ever, because of its predisposition to pneu- 
monia and other residual infections, it ranks 
high as a contagious disease death-cause. 

Hyland and Anderson of Los Angeles, in 
Archives of Pediatrics, November 1937, review 
the literature on the subject of immunization 
in measles, and make a plea for a more wide- 
spread use of convalescent serum and immune 
adult serum in the prophylaxis of the disease. 

The contagiousness of measles is placed at 
from 95 percent to 99 percent among those 
who undergo exposure, and who have not al- 
ready had the disease. Since it is difficult to 
prevent exposure because of the highly con- 
tagious character of the disease during its early 
stage, a practical prevention method is im- 
portant. 

The two preferred agents now in use for this 
purpose are convalescent serum obtained from 
blood of patients who have recently recovered 
from measles, and immune adult serum ob- 
tained from the blood of individuals who had 
the disease in childhood or at some remote 
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date. The usual method of administration is 
by the intramuscular route, but for therapeutic 
purposes the intravenous route is safe. 

After reviewing the literature, the authors 
conclude that the prophylactic value of both of 
these sera is unquestionable and they also in- 
dicate that the same measures may be of thera- 
peutic value once the disease is established. 

They comment that the benefit of either 
convalescent serum or immune adult serum 
should not be withheld from any susceptible 
child, particularly of the younger age group, 
who has been exposed to meas'es. Not only 
are these measures advocated in home contacts, 
but also in aborting epidemics in juvenile in- 
stitutions, and in other situations where large 
numbers of susceptible persons are associated. 
Se 


New Method for Staining 


Spirochetes 

In the Journal of Laboratory and Clinical 
Medicine, Dec. 1937, Gabriel Steiner outlines 
a new method of staining the organism of 
syphilis and related spirochetes. 

He employs a process similar to that used 
in the technical production of silvered mirrors. 
Silver nitrate, ammonium hydroxide, sodium 
potassium tartrate and gum arabic are used in 
preparing the solutions for staining. 

The method is said to have the following 
advantages: it is easy to perform, it stains 
spirochetes better than Giemsa or other aniline 
stains, permits use of thick films of blood or 
other materials, and reveals certain previously 
unsuspected morphologic features. 

Ce = 


Discovery of a New Pancreas 
Hormone 

After the isolation of insulin in 1922 by 
Banting and Best, many experimenters noted 
that following the removal of the pancreas in 
animals, pathologic changes occurred that 
could not be attributed to insulin deficiency or 
to absence of pancreatic enzymes. 

Lester Dragstedt of Chicago in Northwest 
Medicine, February 1938, reviews all the previ- 
ous literature on the subject, and outlines ex- 
periments conducted in the isolation of the 
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new pancreas hormone called lipocaic. 

Deficiency of this hormone, which probably 
occurs simultaneously with deficiency of in- 
sulin in many cases of diabetes, manifests it- 
self as a disturbance of fat utilization with the 
deposition of fat in the liver, and probably 
also in the arterial walls. 

It was shown experimentally that without 
this hormone the depancreatized dog almost in- 
evitably died within a few months in spite of 
most careful dietary regulation and insulin ad- 
ministration, whereas with this new hormone 
and insulin, the same animal may survive in 
excellent condition for several years. 

Considerably more work has to be done in 
the study of lipocaic deficiency in humans be- 
fore any clinical value can be attached to it. 

fe 
Licensing of Hospitals in 
Massachusetts 

Sponsored by the Massachusetts Hospital 
association, and approved by many physicians, 
a proposed law regarding the licensing of hos- 
pitals was introduced to the legislature, passed 
by the House, but rejected by the Senate, in 
1937. 

A similar bill, expected to be drawn and sub- 
mitted to the Legislature of 1938, would 
provide for the licensing of all hospitals in 
the state by the Department of Public Health, 
except mental disease hospitals, and those op- 
erated by the U. S. government and the Com- 
monwealth. 

A further provision is that local boards of 
health “‘shall first have certified to the Depart- 
ment of Public Health that the hospital apply- 
ing for such license is approved as to location 
and equipment.” 

The bill would confer to the department 
authority to make rules and regulations govern- 
ing the operation of hospitals, and would per- 
mit local health and police departments to 
visit and inspect the licensed hospital. 

Under existing law, maternity hospitals and 
obstetrical wards in general hospitals are li- 
censed by the Department of Public Welfare. 
This function would be transferred to the 
Department of Public Health. 

Comments the New England Journal of 
Medicine: “The advisability of such a licens- 
ing act seems reasonable, for although certain 
organizations publish lists of approved hos- 
pitals, there is no authority compelling observ- 
ance of good administrative methods for the 
general or private hospitals in Massachusetts. 
The public should have the assurance of at 
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least average quality of hospital service. Other 

institutions where medical care is provided, 

such as nursing homes and accommodations 

for the aged, should also be included.” 
, e 


Airplanes and Indians 

The airplane, which has been a medical 
boon to many people in inaccessible parts, has 
been a great help to the Canadian Indian. 

Health surveys have been greatly expedited 
by this means, and a ‘‘flying clinic’ containing 
complete diagnostic outfit including x-ray and 
electrical generator to operate it, was recently 
flown by chartered plane to Indian residential 
schools in Northern Sasketchewan, where tu- 
berculosis clinics were conducted. 

Definite progress in the eradication of tuber- 
culosis and other diseases to which Indians are 
most susceptible are reported, largely due to 
examination of school children. 

The Indian Affairs branch employs some 
500 doctors and dentists on whole or part- 
time work, and has several hospitals of its own, 
and a small field nursing service. 

It supplies medicine both by central pur- 
chase and local prescription, and engages in 
every activity relating to the health of about 
115,000 Indians living in some 800 separate 
communities in Canada. 

main tials 


Two New Eastman Products 

The Eastman Kodak Co. has recently an- 
nounced two new x-ray developments. The 
one is a new “no-screen’” film, particularly 
suitable for radiography of the thinner parts, 
and available in all standard sizes. The new 
film is characterized by high sensitivity to direct 
x-radiation, its latitude, and ability to record 
minute detail with brilliant contrast. Exposure 
required is considerably less than is needed 
with Eastman Ultra-Speed X-ray film, when 
similarly employed without intensifying 
screens. 

The new Eastman High Definition X-ray 
intensifying screens now on the market are 
designed to provide maximum definition in 
radiographs of thicker parts, where direct ex- 
posures are not practical. The screens are 
grainless, free from afterglow, and have sur- 
faces that will not abrade or scratch easily. 
Their use makes it possible to obtain full 
benefits from modern fine-focus x-ray tubes, 
and to produce radiographs of practically ‘'no- 
screen’’ quality with intensifying screen tech- 
nic, the makers assert. 
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« PERSONALS >» 


Ammerman, Ethel—resigned as supt. of 
Parkview hospital, Plymouth, Ind., to enter 
private nursing. (See Cox.) 

Anderson, Dr. R. S.—appointed supt. of 
the new Erie (Pa.) County home. He was 
formerly asst. supt. at Michigan State Sana- 
torium, Howell, Mich. 

Buerki, Dr. Robin C.—supt. of Wisconsin 
General hospital, Madison, Wis., granted a 
three-months’ leave of absence, in order to 
direct the work of the commission on grad- 
uate medical education. (See Stovall.) 

Bushong, Dr. R. E.—has taken over super- 
intendency of Cleveland (O.) State hospital, 
succeeding Dr. Guy W. Williams, who has 
now taken over Dr. Bushong’s former posi- 
tion as head of the Lima (O.) State hospital. 

Cort, Ruth—now acting supt. of Latrobe 
(Pa.) hospital, succeeding Amy Linsenmayer, 
deceased. 

Cox, Fern—former supt. of Parkview hos- 
pital, Plymouth, Ind., appointed supt. of 
Christian hospital, Valparaiso, Ind. (See Am- 
merman.) 

Dalen, Bernice—new supt. of Lutheran 
hospital, Norfolk, Neb. 

Dorothy, Sister—has succeeded Sister Lor- 
etta as supt. of Andrew Kaul Memorial hos- 
pital, St. Mary’s, Pa. 

Entley, Wm. D.—resigned 
Scranton (Pa.) State hospital. 

Gallery, Elizabeth A.—now supt. of Green 
County Memorial hospital, Waynesburg, 
Pa., succeeding Eva Ward. 

Gardner, Dr. Walter P.—new supt. of 
Anoka (Minn.) State hospital, succeeding 
Dr. M. W. Kemp. 

Gemberling, Bertha—supt. of Fairbury 
(Ill.) hospital, has resigned. (See House- 
holder.) 

Gobel, Marie C.—of LaCrosse, Wis., ap- 
pointed supt. of Marion (Ind.) General hos- 
pital. 

Hamilton, James A.—supt. of Cleveland 
City hospital, resigned to accept superinten- 
dency of New Haven (Conn.) hospital. 

Hardgrove, Arden E.—for the past two 
and a half years asst. sect’y. of the A.H.A., 
resigned to take over superintendency of the 
John N. Norton Memorial infirmary, Louis- 
ville, Ky. Previous to becoming a member 
of the A.H.A. headquarters’ staff, Mr. Hard- 
grove was supt. of the City hospital, Akron. 


as supt. of 
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Householder, Irene—acting as temporary 
supt. at Fairbury (IIl.) hospital. (See Gem- 
berling. ) 

Krulish, Dr. Emil—named supt. of the 
new Indian Tubercular sanitarium at Tali- 
hina, Okla., scheduled to be opened on 
July 1. 

Lorenzen, Dr. Frederick Charles—named 
supt. of North Dakota State hospital for the 
insane, Jamestown, N. D. 

McIntosh, Constance—assumed charge as 
supt. of Newberry (S. C.) County hospital. 

Moore, Mae—succeeds Theresa Shields as 
supt. of Miner’s hospital of Northern Cam- 
bria, Spangler, Pa. 

Rainey, Jane—appointed supt. of Angelina 
County hospital, Lufkin, Tex. She was 
formerly admittance officer of the John 
Sealy hospital, Galveston, Tex. 

Stovall, Dr. W. D.—clinical pathologist at 
Wisconsin General hospital, Madison, Wis., 
appointed acting supt. during the absence of 
Dr. Robin Buerki. (See Buerki.) 

Williams, Dr. Guy W.—for the past 20 
years supt. of Cleveland (O.) State hospital, 
transferred to Lima (O.) State hospital. 
(See Bushong.) 

Deaths 

Bengston, Anna L.—for nine years supt. 
of Middlesex hospital, Middletown, Conn., 
died Feb. 14, aged 43. 

Booth, Emma—died last month after a 
long illness, aged 62, at Booth hospital, 
Romeo, Mich., of which institution she has 
been manager for several years. 

Green, Dr. Axel M.—supt. of Emanuel 
hospital, Portland, Ore., for the past 21 
years, died last month. 

Hines, Mrs. Loretta—widow of Edward 
Hines, lumber dealer and _ philanthropist, 
died March 31 at Michael Reese hospital, 
Chicago, Ill., after a month’s illness. Aged 
64. She and her husband built the Edward 
Hines Jr. Memorial hospital in memory of 
their son, to care for soldiers from Chicago 
and the Middle West who were wounded 
in the World war. 

Quinn, Dr. W. A.—former supt. of Cen- 
tral States hospital, Lakeland, Ky., died in 
February, of pneumonia. 

Smith, May Forster—supt. of Bradford 
Memorial hospital for babies, Dallas, Tex., 
died Jan. 31, of pneumonia. 

Trauwaen, Raymond J.—manager of Col- 
lege View hospital, Aledo, III., died at Rock 
Island, Ill., Dec. 26. 
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The Effect of Alka-Seltzer 
on Gastric Acidity 








This is the second of a series of biochem- 
ical and clinical studies to determine the 
value of Alka-Seltzer as a home remedy 
for helping to relieve minor, transient 
symptoms brought on by over-indulgence, 
etc., such as headaches, ‘‘sour stomachs,” 
the early discomfort of a cold. 

You will appreciate the rationale of 
the combined analgesic-alkaline effect 
which Alka-Seltzer offers in these con- 
ditions. 


RESEARCH PROBLEM NO. 2 
The Effect of Alka-Seltzer on 
Gastric Acidity 


In this determination, a series of clinical 
experiments were conducted which 
showed very conclusively that Alka-Seltzer 
exerts an antacid effect in the stomach. More- 
over, Alka-Seltzer—presenting acetyl- 
salicylate (Exp. No. 1) in combination 
with a balanced alkali formula in an 
effervescent base—was found to behave 
very differently in this respect from ordi- 
nary aspirin taken with water. 


Experimental Method 


A series of three sets of experiments were 
conducted on each of six apparently nor- 
mal male adults. 

In each series, determinations of gastric 
acidity were made by the fractional 
method of gastric analysis—(1) After 
Ryle’s Test Meal alone, (2) After this 
meal supplemented with four 5-gr. aspirin 
tablets, (3) After the feeding of four 
Alka-Seltzer tablets with this meal. 


Data was compiled covering pH of the 
gastric contents, free hydrochloric acid, 
total acidity and total chlorine of the 
specimens of gastric contents aspirated 
from each subject at intervals of 15 min- 
utes until the stomach was emptied. 
These findings were plotted in the form 
of a series of graphs. 


Conclusions. Throughout the experi- 
mental results a striking difference was 
manifest between the effects of plain 
aspirin and of Alka-Seltzer upon the true 
acidity of gastric contents. 

It was found that (1) Alka-Seltzer con- 
sumed immediately following the gruel 
meal effects promptly a_hypo-acidity 
which persists approximately until the 
stomach has been evacuated completely. 
(2) Aspirin fed under similar conditions 
produces a latent hyper-acidity. (3) 
Alka-Seltzer produces a degree of hypo- 
acidity by a prompt and persistent neu- 
tralization of the gastric acidity. 


Alka-Seltzer is not intended or adver- 
tised to replace the services of the physi- 
cian. It is a household remedy for the 
relief of minor, transient ailments. 

Alka-Seltzer helps to give relief from 
“sour stomach,” brought on by indis- 
cretions of eating and drinking. Because 
of its effervescent form it is quickly ab- 
sorbed to give a rapid analgesic-alkaline 
effect and is convenient and agreeable to 
take because it forms such a sparkling, 
effervescent, palatable solution in water. 


MILES LABORATORIES, INc. 


Offices and Laboratories: Elkhart, Indiana 
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NEWS NOTES 


Openings 

San Diego, Cal.—Rest Haven preventori- 
um, built at a cost of more than $30,000, was 
dedicated Feb. 27. The hospital — the major 
unit of a building program to include an ad- 
ministration building, laundry, and other im- 
provements — accommodates 23 patients, to- 
gether with nurses’ quarters. Funds were 
raised by public subscription last summer. 

Hartford, Conn.—Dr. Carl P. Wagner, 
former senior psychiatrist at Hartford Neuro- 
Psychiatric institute, has opened a new pri- 
vate sanitarium, ‘““Elmcrest Manor,” for con- 
valescent, nervous and mild mental patients. 

Joliet, Ill—A newly constructed pediatrics 
department providing facilities for 30 chil- 
dren has been opened at St. Joseph’s hospital. 

Arkansas City, Kan—The new Cedar Vale 
hospital erected for Dr. Clair Hayes was 
scheduled to be opened by this date. 

Louisville, Ky.—Opening of the new 
$375,000 P.W.A.-built addition to the State 
Tuberculosis sanitarium was set for March 
28. An allocation of $12,400 for the last 
three months of the fiscal year, and $50,000 
for next year for its operation was made 
from state emergency funds. Although the 
addition increases the capacity from 72 to 
148 beds, it was filled to capacity, within a 
day after the opening. 

Alexander, La.—Dedication services for 
the new Central Louisiana Charity hospital 
were held March 5. 

New Orleans, La.—The Southern Baptist 
hospital has just opened a new nurses’ home. 

Battle Creek, Mich.—With the opening 
of the new 166-bed hospital at Camp Custer, 
patients are to be moved from Detroit Re- 
ceiving hospital, and from Eloise (Mich.) 
hospital, also state hospitals at Ypsilanti, 
Kalamazoo, Pontiac, Newberry and Ionia. 

Bowbells, N. D.—The new Bowbells Com- 
munity hospital was to be ready for occu- 
pancy March 1. 

Middletown, O.—Middletown hospital is 
to have a new $200,000 addition, erected 
with $120,000 contributed by industries, and 
$80,000 donated by business men and private 
citizens. 

Talihina, Okla—The largest hospital built 
by the Indian bureau, constructed in the 
Kiamichi mountains, will probably be opened 
on July 1. The 340-bed institution cost the 
government more than $860,000 to build, 
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and valuable equipment being shipped from 
all parts of the county will make the total 
cost more than $1,500,000. 

Elgin, Tex.—The new Fleming hospital 
was to be ready for occupancy March 1. The 
institution fills a long-felt need in a four- 
county area. 

Eau Claire, Wis.—The new building at 
Mt. Washington sanatorium has been oc- 
cupied since February. In addition to the 
three floors for patients, there is a large 
basement providing rooms for laundry and 
heating plant. 

Construction 

Little Rock, Ark.—The State Construction 
commission has awarded contracts for an 
administration building and tuberculosis ward 
at the State hospital farm colony. 


Palo Alto, Calif—Architectural plans are 
being drawn for the 80-bed addition to 
Palo Alto hospital. If the cost for this in- 
stitution runs to $180,000, the additional 
$5,000 over the $175,000 for the recent bond 
issue will be taken from the existing hos- 
pital surplus and reserves, amounting to 
$55,000. 

Denver, Colo—aA two-story brick and 
concrete addition to the Colorado General 
hospital is to be constructed at an estimated 
cost of $45,000, bids to be called for next 
July. The building will be used by the out- 
patient department, and has become neces- 
sary because demands upon the department 
have doubled in the last six years. Funds 
will be obtained from a one-mill tax levied 
for construction of state buildings. 

Blackfoot, Idaho—A new clinic building at 
the State Hospital South has been started. 
The new building will be 64 x 142 feet, ex- 
clusive of six sun porches. 

Indianapolis, Ind.—Bids for elevators and 
first floor equipment were asked in March, 
for the new wing of City hospital. 

Knoxville, Ia—Plans have been completed 
for a $30,000 hospital. 

Louisville, Ky—The Central Trust com- 
pany has been named as depository of funds 
to be derived from the sale of $150,000 worth 
of bonds, the funds to be used in building 
a $300,000 hospital unit. The bond issue 
is to be floated jointly by the city and county, 
and will be supplemented by a like sum in 
W.P.A. funds. 

Madisonville, Ky—A supplemental W.P. 
A. project to complete the Community hos- 
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Since 1868, the house of Dek- 
natel has been identified with 
the creation of first - quality 
products .. . embodying there- 
in the careful craftsmanship of 
the artistic guilds of earlier 
days. 


Our entry into the hospital products field 
was in 1920 when we began the manu- 
facture of Deknatel Name-On Beads... 
the original baby beads. We liked the 
field and it liked us... until now our 
hospital and surgical line includes 7 
products: Baby Bead Identification — Eye- 
less Surgical Needles — Surgical Silk — 
Incubator Bed — Umbilical Tape — Test 
Objects for Perimetry and Campimentry — 
Radon Sutures. 


Each of these products is either an in- 
novation or an improvement. And all 
Deknatel products are American made. 


We invite inquiries about any of 
these products. 
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J. A. DEKNATEL & SON, INC., 96-22 222nd St., Queens Village, N. Y. 
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Che New 
Mchesson Model L Nargraf 


Specially designed for either 

(1) Conventional — or ; 

(2) CO, Absorption Technic 
This most recent development in anesthesia 
apparatus offers these outstanding new tea- 
tures: 
Simplicity of Handling with 
BETTER ANESTHESIA CONTROL 

















BETTER ANESTHESIA 











LESS COST Exemplified in the = — con- 

trol mixing valve which enables you to 
INCREASED FLEXIBILITY control your anesthetic mixture and depth 
UNIVERSAL APPLICATION of anesthesia with an unsurpassed degree 


of accuracy. 

SPEED IN OPERATION 

The anesthetist can select or switch to the 
best method of fractional rebreathing with- 
out change of equipment without a mo- 
ment’s delay. 





Side view of Model L Head show- 
ing combined CO, absorber, basal 
oxygen valve, ether vaporizer, etc. 


NEW LOW PRICE 

The demand for this ‘‘Universal Application’’ Model together with improved methods of 
manufacture has enabled us to reduce the price to a new low for this type of equipment. 
We will be glad to send you complete information on the Model L Nargraf. Write for 
illustrated catalog. 


Mc kesson Appliance Company 
Toledo, Ohio, U.S. A. 
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pital, in addition to beautifying the grounds, 
has been sent to Louisville for approval. The 
project calls for expenditure of $18,000 by 
the community, supplemented by W.P.A. 
funds. The city will contribute $10,000, 
contingent upon the Hopkins fiscal court's 
contribution of $5,000, and collection of 
$3,000 in unpaid pledges by the community. 

Baton Rouge, La.—Construction work be- 
gan on the new Central Louisiana charity 
hospital, on March 5. 

Pineville, La——A giant barbecue, parade, 
and formal dedication services featured 
the ground breaking ceremonies for the new 
$1,000,000 Midstate Charity hospital, at- 
tended by an anticipated crowd of 50,000 citi- 
zens. The unit, which is being provided by 
the State Hospital board for the medical 
and surgical care of needy central Louisiana 
citizens, will cost $500,000. The ceremonies 
were highly impressive, with a parade in- 
cluding mounted horsemen, state and city 
police, over five bands and bugle corps, and 
other uniformed marchers and drill units. 
Principal speakers were Gov. Richard W. 
Leche, Lieut.Gov. Earl K. Long, and other 
state officials. 

Westminster, _Md.—Contracts covering 
nearly $40,000 worth of repairs and remod- 
eling of the power house at Springfield 
State hospital for the insane have been let. 
The P.W.A. is to furnish 45% of the funds 
for the project. 

Cheboygan, Mich.—This city has its public 
hospital half-constructed at this time. 

Crystal Falls, Mich.—The city is endeavor- 
ing to float a $40,000 bond issue to build 
a municipal hospital, the proposition to be 
submitted to the voters at spring election. 

Buffalo, N. Y.—Inauguration by late 
spring of actual construction work on the 
new $450,000 hospital building is expected 
at the N. Y. state institute for the study 
of malignant disease. This six-story struc- 
ture will have a basement for laundry and 
heating plant; first and second floors de- 
voted to clinical accommodations, offices, 
kitchen and other features; four upper floors 
with beds and facilities for 104 patients. 
Medical facilities will consist of ten deep 
therapy x-ray rooms, separate gastro-intes- 
tinal, gynecological, eye, ear, nose and throat, 
and breast clinics, also a laboratory. 

Hamilton, O.—The east wing of Mercy 
hospital is to be remodeled and enlarged in 
a $60,000 improvement program recently 
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announced by Sister Mary Gervase, supt. The 
fourth floor is to be enlarged by 10 beds, 
making the total capacity 218 beds, and the 
obstetrical department is to be entirely re- 
novated, redecorated and remodeled, with 
new equipment added. 

Toledo, O—Work on the new clinical 
building of East Side hospital was reported 
last month as nearing completion. 

Morganza, Pa.—A modern 40-bed hospi- 
tal is being constructed at Pennsylvania 
training school, to include dispensary, x-ray, 
and operating rooms. 

Memphis, Tenn.—Extensive construction 
work scheduled for the U. S. marine hospital 
is to get underway sometime this month. The 
Treasury-Postoffice committee of Congress 
has approved a $600,000 increase in the cost 
limit, which was originally fixed at $150,000. 
Land has been purchased for the additions, 
and the old buildings are now being de- 
molished. In the hospital building proper, 
the dining room, kitchen and storage room 
are to be enlarged, a new refrigeration sys- 
tem installed, the operating suite air-condi- 
tioned, and an office remodeled. 

Mabank, Tex.—A plan has been outlined 
for the erection of a tri-county hospital. Do- 
nations from interested people to create a 
fund to be matched by the federal govern- 
ment will be solicted by a committee com- 
posed of prominent citizens, county commis- 
sioners and doctors of the three counties. 

Terrel, Texas.—Construction has started 
on a new unit of a Terrell State hospital for 
accommodation of women wards. The new 
unit will cost $110,000. 

Tonasket, Wash.—The Dominican Sisters 
will construct a $50,000 hospital here. Popu- 
lar subscription by local residents will in- 
crease the funds available for construction. 


Berkeley Springs, W. Va.—'‘‘The Pines” 
West Virginia foundation for crippled chil- 
dren is to have a new unit, construction for 
which is now underway. The wing will 
be of brick construction, and contain two 
wards, a number of private rooms, baths, 
offices, a room for violet ray treatments 
and an especially constructed pool. The 
capacity of the hospital will be more than 
doubled. 

Shawano, Wis.—Remodeling at Shawano 
Municipal hospital will add 24 beds to its 
present capacity. Construction was halted 
last fall by disagreement over plans. 
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DERMATOMYCOL 


For the biological 
treatment of Athlete’s 
Foot and other 


fungous diseases. 


DERMOTRICOFITIN 


for diagnosis 


ERNST BISCHOFF COMPANY 
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BUFFERED ALKALINIZATION 


by the safe, physiological process 














\f HERE buffered alkalinization is 
desirable—as during sulfanilamide ad- 
ministration, in the treatment of colds, 
influenza and other seasonal respiratory 
affections—Kalak offers these clinical 
advantages: 

(1) It presents a balanced combina- 
tion of bicarbonates in solution. (2) It 
contains the mineral substances normal 
to the blood (and no other). 
Kalak’s high buffering value helps 
to maintain the urinary pH of 7.4 
which has been found so desirable in 
sulfanilamide therapy. 


f KALAK 

7 is synthetically 
"4 prepared—is hy- 
/ pertonic, uniform 
in composition, 
definite in alkali 


pot ency. 






KALAK WATER COMPANY OF NEW YORK, INC., 6 cuurcn street, NEW YORK CITY 
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Equipment 

Noblesville, Ind—A portable x-ray ma- 
chine and fracture table have been installed 
in the Hamilton county hospital. 

Eldorado, Kan.—Susan B. Allen Memorial 
hospital has new short wave diathermy 
equipment, and a reducing frame. 

Detroit, Mich—Operating rooms at Re- 
ceiving hospital will be equipped with new 
shadowless lights shortly. 

Poughkeepsie, N. Y.—St. Francis hospital 
has a new La Salle ambulance, presented by 
Oakleigh Thorne, one of its trustees. It 
will accommodate two patients, and has a 
detachable swinging hammock for a third 
patient. It carries a chromium plated port- 
able type stretcher carrier, mounted with bal- 
loon type tires. The stretcher is equipped 
with a form fitting rubber mattress with foot 
rests and arm supports. Modernistic ma- 
hogany cabinets decorate the interior, which 
are ample enough to supply any medical need 
while en route to the hospital. 

Troy, N. Y.—Troy hospital has a new 
$3,650 ambulance, large enough to accom- 
modate three patients in an emergency. It 
is equipped with first aid devices and medi- 
cines, as well as an oxygen tank, an assort- 
ment of splints, and a fan for warm weather 
use. Purchased through funds raised by last 
spring's fiesta, under the auspices of the 
ladies’ auxiliary. 

North Bend, Ore—A _ new artificial res- 
pirator has just been installed at Keizer 
Brothers hospital. 

Connellsville, Pa—Connellsville State 
hospital has a new oxygen tent presented by 
the ladies’ auxiliary. The institution has 
recently purchased a new operating table. 

Kane, Pa.—Community hospital has pur- 
chased a new operating table. The diet kitch- 
en has been remodeled, and a steam table 
installed, through a gift, and the ladies’ aux- 
iliary has purchased a large refrigerator for 
the kitchen. 

Lancaster, Pa.—Lancaster General hospital 
has been presented with a new artificial res- 
pirator, as an anonymous gift. 

Pittsburgh, Pa——Western Pennsylvania 
hospital has purchased equipment costing 
$45,000. Installation has already been made 
of a central dressing and supply unit, new 
deep-therapy tube stand, new laundry ma- 
chinery, a water softening system with heat- 
ing and storage facilities, also a cash regis- 
ter and modern bookkeeping machine. Com- 
plete replacement of refrigeration in the nu- 
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trition department is to be finished before 
the summer season. 

Pottstown, Pa——Pottstown hospital has 
completed installation of a new elevator 
end dumbwaiter, and has also purchased a 
new short wave diathermy machine. 

Spangler, Pa~—Among equipment recent- 
ly donated to Miners’ hospital of Northern 
Cambria, was an ambulance, cystoscopic 
table, oxygen tent, and resuscitation outfit. 

Hot Springs, S. D.—Installment of $12,- 
000 worth of equipment has been completed 
at Lutheran sanatorium and hospital. A large 
cement and tile swimming pool for treatment 
of infantile and spastic paralysis has just 
been completed, this work being done by the 
Good Samaritan society. 

Burlington, Wis.—A donation of $100 
from funds derived from the President’s 
birthday ball is to be applied by Burlington 
Memorial hospital to purchase a new short- 
wave deep-therapy machine, equipped with 
a radio knife. 


Gifts and Bequests 


Evanston, Il]—Evanston Hospital asso- 
ciation was bequeathed $2,500 in the will 
of Henry J. Patten, retired Chicago grain 
trader. 

Sandwich, I]l—Henry J. Patten left $2,- 
500 to the Horatio N. Woodward Memorial 
hospital. 

Franklin, Mass.—A bequest of $100,000 
for establishment of a hospital as directed 
in the will of Austin B. Fletcher was de- 
clared valid by court decision, last month. 

New York, N. Y.—Misericordia hospital 
received a $25,000 bequest in the will of 
Mrs. Harriet Brady Mathieu, sister of the 
late James Buchanan (Diamond Jim) Brady. 
Mrs. Mathieu was a former vice president of 
the ladies’ auxiliary and left the bequest as a 
memorial to her son, Glendyn Lionel Cloran. 
St. Vincent's hospital received $5,000 as a 
memorial to her brother, Daniel M. Brady. 

New York, N. Y.—Henry F. Wolff, law- 
yer and former local administrator for the 
NRA, left a bequest of $2,500 to Mt. Sinai 
hospital. 

New York, N. Y.—Among agencies bene- 
fiting from the will of Philip Weinstein were 
Beth Israel hospital, $5,000, and Peoples 
hospital, $2,000. 

Charlotte, N. C-—A $40,000 gift from 
Mrs. W. S. Lee and her son, Martin Lee, 
for erection of a memorial to the late W. S. 
Lee, Sr., has been announced recently by 
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the building fund committee of Presbyterian 
hospital. The memorial will consist of a 
charity wing for the proposed new hospital. 

Butler, Pa——Butler County Memorial hos- 
pital has just received a gift of $150,000 
for a nurses’ home from A. H. Sarver, of 
Detroit, Mich. 

Philadelphia, Pa.—Hospital of the Univer- 
sity of Pennsylvania is to have a new teach- 
ing unit for its school of nursing in a two- 
story brick addition costing approximately 
$56,000. This will be a memorial to Dr. 
Richard Harte, former chief surgeon of 
Pennsylvania hospital, and is made possible 
through gifts from the late Mrs. E. Walter 
Clark, the family of Dr. Harte and other 
donors. 


Miscellaneous 

Wetumpka, Ala——One hundred and one 
men were taken in safety from the State 
Convict Tuberculosis hospital, in February, 
when fire destroyed the building. Damage 
was estimated at $25,000. 

Clarksville, Ark—An additional bond sale 
of $5,000 has been authorized to complete 
the new municipal hospital and equip it. In 
a December election, a bond issue of $30,- 
000 was approved. The government pur- 
chased $25,000 of the bonds, with a grant 
of $20,454. A P.W.A. project. 


Pomona, Calif—Pomona Valley Com- 
munity hospital held open house in Febru- 
ary, under the auspices of the auxiliary. 
Local citizens were conducted through the 
institution on an inpection tour, as part of 
a “know your hospital” campaign. 

Milledgeville, Ga—Need of a new medi- 
cal institution for treatment of mental cases 
in Georgia, or a substantial addition to the 
Milledgeville State hospital, was voted re- 
cently by Dr. W. F. Lorenz, who studied the 
situation at the invitation of Gov. E. D. 
Rivers and Arthur Lucas, chairman of the 
state board of public welfare. 

Chicago, Ill—'The Plan for Hospital 
Care” showed reserves amounting to $36,- 
462 at the end of its first year. 

Hammond, Ind.—Lake county medical so- 
ciety members took under consideration plans 
of the American Legion to push construction 
of a contagious disease hospital somewhere 
in the county, meeting at St. Margaret's 
hospital, last month. The idea was started 
by members of the Memorial post of Gary, 
and approved by the other 18 legion posts 
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DON’T THROW AWAY 


PUNCTURED OR TORN 
RUBBER GOODS 


Surgeon's 
Gloves 
Hot Water 
Bottles 












Ice Bags 
Rubber Sheets 
Etc. 


¢ SAVE MONEY 
BY USING THE HANDY 
E-Z Safety Repair Method 


No need to discard punctured or torn sur- 
geon’s gloves, hot water bottles, ice bags, 
rubber sheets, etc. Do like many other 
hospitals — use the E-Z safety method for 
repairing these rubber goods so they will 
serve as good as new again. 


The E-Z repair method is simple, quick, safe. 
It takes only a minute and costs only a penny 
a repair for latex gloves — 2c for other 
rubber articles. 


Try this sensible way to save money. Once 
you see how easy and safe it really is, you’re 
sure to make the E-Z Patch repair method 


your regular practice. Order from your 
hospital supply house. 


ZATEX and E-Z 
Safety Patches 


E-Z or Zatex Patches E-Z Patches for water 


for Gloves, bottles, etc., 
100 in package, $1.00 50 in package, $1.00 


E-Z Mending Rods, 10c each 


THE E-Z PATCH COMPANY 


AKRON, OHIO 
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in the county. It is stated that while the 
medical society admitted the need for such 
a hospital, full endorsement will not be 
given until physicians are sure the project 
will not be the “‘political football of high- 
kicking politicians.” 

Indianapolis, Ind.—Central State hospital 
last month celebrated the completion of Dr. 
Max A. Bahr’s 40 years of service, the last 
15 of which he has been supt. of the in- 
stitution. The anniversary gifts included an 
automobile from the state of Indiana, and 
an automobile radio and a Persian rug, gifts 
of the hospital staff and employees. 

Lagrange, Ind.—Dr. Harry G. Erwin has 
sold his hospital equipment to the county, 
and it has been moved to the county hospi- 
tal established at the county infirmary. This 
institution will now be used not only for 
indigents, but also for pay patients who care 
to go there. With the equipment now avail- 
able, both medical and surgical cases may be 
admitted. 

Spencer, Ia——A reduction in rates charged 
for occupancies in two bed wards for ob- 
stetrical cases at Spencer hospital, was an- 
nounced last month, effective at once. It 
does not apply to private rooms. 

Augusta, Kan.—Augusta hospital closed 
its doors in February, after being run as a 
private institution since 1933 by Dr. S. N. 
Mallison. Increased cost of maintenance 
forced the move, Dr. Mallison announced. 
He will continue in private practice in the 
hospital building, and also plans to main- 
tain accommodations, on the nursing home 
plan, for care of a few special cases. 

Richmond, Ky.—Extensive remodeling and 
renovating at Gibson hospital has been 
completed. A new elevator has been in- 
stalled, and an ambulance platform con- 
structed. An inter-office telephone system 
has been installed, and offices, examination 
and emergency rooms are remodeled. 

Cumberland, Md.—The 50th anniversary 
of the founding of Cumberland’s first hos- 
pital was observed in February, by the dedi- 
cation of a bronze tablet commemorating the 
founders of Memorial hospital. It was ac- 
cepted by Mrs. James W. Thomas, repre- 
senting Western Maryland hospital, which 
was closed in 1929, when the new institu- 
tion was built. Memorial hospital was the 
first outside of Baltimore to join the Balti- 
more non-profit hospitalization plan, recently. 

Caro, Mich——Commemorating its open- 
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ing ten years ago, Caro Community hospital 
held “open house” in February. 

Detriot, Mich.—On the recommendation 
of the auditor general, the city council has 
canceled thousands of old bills owed to 
Receiving hospital, and its Redford branch, 
totaling $187,252. The psychopathic ward 
of this institution has just had 13 doctors, 
nurses and attendants added to its staff. 

Flint, Mich—Except for acute emergency 
cases, welfare aid hospitalization patients 
will no longer be accepted at Hurley hospi- 
tal, until an application has been filed at 
the courthouse with the County Poor com- 
mission, it has been announced. 

Newark, N. J.—Maternity care, included 
henceforth in the hospital service plan of 
New Jersey, will offer hospitalization of 
mother and baby for a maximum of 21 days, 
with no rise in group rates. After the three- 
week period, one-third the hospital expense 
for a maximum of 26 weeks, is in effect. 
There will be, however, a jump in price from 
$18 to $19 for husband and wife, members 
of no group, who pay directly to the plan. 

Albany, N. Y.—An all-time occupancy 
high of 575 patients was reported at Albany 
hospital, February 9. Only emergency cases 
were being admitted, with the acute medical 
and surgical division of the hospital filled 
to capacity, and a waiting list for all depart- 
ments except psychiatric, obstetric and pe- 
diatric. Officials attributed the record to 
an increased influx of out-of-town patients. 

Poughkeepsie, N. Y.—St. Francis hospital 
since its inception, has received a total of 
$62,150 from Catholic charities, according 
to recent announcement. 

Utica, N. Y.—The Central New York 
hospital service corporation observed its first 
anniversary in February, with 13,000 sub- 
scribers in this particular area. It will short- 
ly increase its benefits to members. 

Burlington, N. C.—The city has offered 
a 117-acre tract to the federal government, 
as a site for a proposed veterans’ hospital 
in the state. 

Toledo, O.—Offices were to be opened 
April 1 for the recently organized hospital 
service association. 

Enid, Okla.—Immediate installation of 25 
additional beds to relieve crowded conditions 
at the Northern Oklahoma hospital were an- 
nounced some weeks ago by Dr. E. L. Bagby, 
supt. At present, there are 1,025 patients 
in the institution, mentally defective chil- 
dren between the ages of six and 18 years. 
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FLOOR Maintenance Made Easy 


with HILD Floor Machine and Supplies 
Five popular single-brush models, all moderately priced. 
Brush sizes: 11”, 14”, 16”, and 19”. Easily interchange- 
able attachments equip machine to scrub, wax, polish, 
buff, sand, grind or steel-wool floors 
of all types. 100% efficient because 
entire weight is on brush.  Self- 
propelling - - - scrub 750 to 1200 
sq. ft. per hour. May also be easily 
equipped to shampoo rugs and car- 
pets. Write for details and data on 
HILD guaranteed Floor Treatments. 


Hild Floor Machine Co. 


Representatives in 48 States 


1307 W. Randolph St., Chicago 
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You will immediately sense and 
enjoy its old hospitable atmos- 
phere which has marked this as 
a truly fine modern hotel. Located 
within a five-minute ride to every- 
thing worthwhile, and yet far 
away from disturbing city noises. 


600 ROOMS with bath $2.75 up 


COMFORTABLY AIR-CONDITIONED 
lounge and Restaurants 











DANIEL CRAWFORD, JR., Wanager 
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INLAND SLIDING 
PORTABLE BED SIDES 











(Pat. Applied for) 


Have you the problem of protecting certain patients 
trom falling out of bed? Close to 1,000 leading 
hospitals are daily solving this problem, effectively 
and economically, with Inland Safety Sides. Our 
newest portable sliding side illustrated above has a 
crib type construction, providing immediate access 
to the patient without removing the side. These 
sides will fit your present beds and are readily 
transterred frora one bed to another. 

Write for catalog ‘‘E’’ showing safety sides, 

beds, mattresses, pillows, metal furniture, 

etc., with prices. 


INLAND BED COMPANY 


MANUFACTURERS 
3925 SO. MICHIGAN AVE. +- CHICAGO, ILLINDIS 
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DIETS 
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be used when fresh 
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UNSWEETENED FRUITS 


Packed In Natural Juice 


To make diabetic diets more appetizing, suggest 
Cellu Juice-Pak Fruits — packed in pure, undiluted 
juice for finest flavor. Practically every popular 
fruit is available. Food values are shown on labels 
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Pittsburgh, Pa——The old Allegheny Gen- 
eral hospital has been offered to the city at 
reduced rental, for use as a contagious dis- 
ease hospital. The cost of the hospital has 
been placed at $1,000,000. 

Spartansburg, S. C—An increase from 
$75,000 to $93,000 in the 1938 supply bill 
appropriation for General hospital has been 
made. 

Milwaukee, Wis.—Clear title has been 
given the city to the former site of the 
Johnston Emergency hospital, under a judg- 
ment entered recently. 


Community Helps 

San Diego, Calif—A hospital room at 
Rest Haven preventorium will be furnished 
by the juniors of University Heights. To 
raise the necessary money, they gave a bene- 
fit dance and card party in February, for 
which the fireman’s band furnished music. 

Miami Beach, Fla.—Sponsored by the 
Bath, Surf and Indian Creek clubs, and the 
Committee of One Hundred, a hospital ball 
was given in behalf of St. Francis hospital, 
last month. This was a highly successful 
affair, with the $10,000 goal reached in res- 
ervations alone. There were 100 tables re- 
served at $100 each. 

Miami Beach, Fla.—Several hundred per- 
sons attended a dance last month in the 
Palm Gardens of the Roney Plaza Cabana 
Sun club to aid the cancer clinic of James 
M. Jackson Memorial hospital, Miami. 

Hawkinsville, Ga.—Civic organizations of 
Hawkinsville are furnishing rooms in the 
R. J. Taylor Memorial hospital. The Haw- 
kinsville garden club is sponsoring the beau- 
tification of grounds. Several large cash 
donations will be used to maintain the hos- 
pital during the first few months. 

Oak Park, Ill—Through receipts from 
monthly bridge teas conducted by the Oak 
Park hospital auxiliary, another inhalator 
has been installed in the nursery, and a gen- 
erous fund subscribed for the new medical 
library. 

Cambridge, Md.—A renovating program 
is underway at the Cambridge-Maryland hos- 
pital, sponsored by the woman's auxiliary. 

Worcester, Mass—An annual banquet 
and ball was held by the Order of Ahepa, 
last month, for the benefit of the Ahepa 
Tuberculosis sanatorium in Albuquerque, N. 
M. The sanatorium, which opened last 
March, was benefited by similar affairs of 
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Ahepa chapters throughout the country. 

Salem, N. J.—A benefit concert was given 
for the Salem County Memorial hospital, in 
February, featuring Mrs. George A. Mattson, 
opera and radio star. 

Lake Kushaqua, N. Y.—The social service 
auxiliary of Stony Wold sanatorium gave 
a large fashion show and luncheon on March 
24, in New York city, at the Park Lane. 
Members of Auxiliary 4 took over a per- 
formance of “The Fireman’s Flame,” on 
March 29, to raise funds for this institution. 

New York, N. Y.—A booth at the Sil- 
ver Jubilee of the International flower show 
was taken over by the hospital occupation 
committee of the N. Y. city visiting com- 
mittee, the occupational therapy committee 
of the N. Y. Junior League, and the com- 
mittee for Reconstruction hospital. They 
sponsored sale of articles made by handi- 
capped patients at Bellevue, City and Re- 
construction hospitals. 

New York, N. Y.—St. Luke’s hospital 
social service, social service of the Cancer 
institute and of City hospital, also babies’ 
ward of Post Graduate medical school hos- 
pital were among groups which benefited 
from two of the largest benefit fashion shows 
of the season, given last month at the Wal- 
dorf-Astoria. The ‘Paris et Nous’ show 
featured fashions from leading couturiers, 
also a dance program and luncheon. Sub- 
scribers brought bundles of articles for re- 
sale. “Masterpieces of 1938’ exhibited tab- 
leaux vivants adopted from famous painters. 

New York, N. Y.—The ladies auxiliary 
of Montefiore hospital for chronic diseases 
presented an annual spring entertainment 
for patients and staff members of the insti- 
tution. Entertainers were drawn from the 
ranks of stage, screen and radio. 

New York, N. Y.—An annual supper 
dance for the New York Foundling hospital 
was held April 23 at Sherry’s. 

Pinehurst, N. C—The woman's auxiliary 
of Moore County hospital gave a ball on 
March 29, benefiting the institution. 

Middletown, O.—Middletown hospital re- 
ceived $3,400 from the 1937 charity ball 
sponsored in December by the federation of 
women’s clubs. 

Philadelphia, Pa~-The women’s auxiliary 
of Jeanes hospital has raised the sum of 
$11,000 to pay for construction of two addi- 
tional rooms in the unfurnished part of the 
basement. 
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INTRA-UTERINE 
GLYCERINE TREATMENT 


has long been considered one of the 
best methods of treating 


CERVICITIS 
ENDOCERVICITIS 
ENDOMETRITIS 
PARAMETRITIS 


It is most efficiently applied by means 
of a tampon of 


hiphegiine 


Sample on request 


THE DENVER CHEMICAL 


MFG. CO., 
163 Varick St., New York. 














Quality...Safety...Economy 
PLUS this Guarantee 


Your Guarantee: Use a few.... if unsatis- 
factory return balance. Full credit allowed. 


Over 565,000 ETHKO AMPOULES used Jan. 
1937 to date without a single complaint. 
Whether used immediately or months from 
now .... SAFETY in use is assured. Stability 
and Sterility of Ethko Solutions are guaranteed 

by N.F. and U.S.P. laboratory methods. 
Your Ist order opens a charge account. 











ETHKO ‘Solutions In Vials or Ampoules 
Price Per 100 


Camphor in Oil 3 gr. Ice ...... we 425 
Caffeine Sodio Benzoate 2cc, Magr. Pcs 4.25 
Ephedrine Sulphate 34gr. Ice _............... 7.25 
Magnesium Sulphate 50%, 2ce ................ 4.25 
Pituitary Sol. OB. '/occ, U.S.P. ............ 8.50 
Pituitary Sol. OB. Ice, U.S.P. .................- 10.50 
Pituitary Sol. lee Surgical 0.0... 16.00 
Hartman's Solution—20ce _................-...- .. 19.00 
Hartman's Solution—l0ce ....................... 14.50 
Magnesium Sulphate 10%—20ce eee 13.00 
Sodium Citrate 2 on tlee Ciera 
O.B. LAB. 


Ethko Chemical Products Co. 


Established 1931 New York City 
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. Marsh, Mgr. 
In COLUMBUS it's 
@ THE NEIL HOUSE 


Tom A. Jabrey, Mer. 
In AKRON it's 
@ THE MAYFLOWER 


Jack Walsh, Mgr. 
In TOLEDO it's 
@ THE NEW SECOR 


J. J. Fitzpatrick, Mgr. 
In JAMESTOWN, N. Y., it's 
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Sam A. Garey, Mgr. 
and 


@ THE SAMUELS 


P. R. Suddaby, Res. Mgr. 
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Northwest Institute of 


Its Aims and Purposes 


(No. 47 of a series) 


An analysis of the subject matter and the 
time devoted to each of the subjects in our 
course of Clinical Laboratory Technique (see 
page 21 of our catalog) will readily show 
how such an extensive course can be thor- 
oughly taught within the prescribed time. 
Physicians who have familiarized themselves 
with our methods are unanimous in their 
praise. Employers of Northwest Institute 
graduates are likewise pleased with their 
knowledge and ability. 


Catalog gladly 
sent upon re- 
quest. 





3419 East Lake Street 
Minneapolis, Minnesota 
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The use of Baby-San in your nursery 
brings more than an economical, time- 
saving bathing technique. 


It brings comfort to new-born babies 
because a Baby-San bath leaves tender 
skins soothed and lubricated. It wins 
the good will of mothers. To your ma- 
ternity ward it helps bring prestige 
and new patients, and to your nursery, 
greater income. 


You can buy no finer soap than liquid 
castile Baby-San. Used in the Baby-San 
Dispensers* it is the choice of more 
than 75% of the nation’s hospitals. 


*Furnished free to users of Baby-San 


/he HUNTINGTON ===> LABORATORIES /nc 
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© AMERICA’S FAVORITE BABY SOAP 








Philadelphia, Pa.—A Piccadilly dance giv- 
en in the Bellevue-Stratford rose garden, 
benefiting the social service department of 
Orthopaedic hospital and infirmary for ner- 
vous disease drew a large attendance, last 
month. 

Philadelphia, Pa-—-The Mardi Gras circus 
ball of 1938 was given in the ballroom of 
the Ritz-Carlton hotel. Rush hospital for 
consumption and allied diseases was bene- 
ficiary of the event. 

Green Bay, Wis.—Bellin Memorial nurses’ 
school has a new library, declared to be one 
of the finest in the state, and one of the 
few such libraries in that section. It repre- 
sents a gift from the hospital auxiliary, and 
contains over 100 new volumes of medical 
works. 

Drives 

Pensacola, Fla——Exchange club members 
are working hard to raise $3,500 to build an 
isolation hospital. 

Chicago, Ill—The woman's board of Pres- 
byterian hospital is conducting its usual 
Easter drive for a child’s free bed fund. 

Chicago, IIl—With an objective of $300,- 
000, a campaign for funds in behalf of Grant 
hospital was launched March 8. This amount 
is desired to “ease certain financial strains, 
to provide new equipment, and to increase 
the endowment for support of charitable 
service.” The balance of a million-dollar 
fund eventually will be sought, to retire 
building bonds due in 1941, and to permit 
erection of a new physicians’ and surgeons’ 
building, at a cost of $435,000. 

Des Moines, Ia—A campaign has been 
launched for $500,000 to build a new Iowa 
Methodist hospital wing. Spending of funds 
to be raised in the campaign will be under 
the supervision of five members of the hos- 
pital board, acting as a finance and building 
committee. 

Cambridge, Mass.—The Cambridge Hos- 
pital fund committee will conduct a drive for 
$100,000 this spring. 

Brooklyn, N. Y.—A committee was chosen 
in February to devise ways and means of 
raising at least $250,000 needed for construc- 
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POSITIONS — Practices, locations, etc., in all states for 

Nurses (all kinds) doctors, dentists — technicians, etc. 
All kinds institutional employees furnished. Practices, hos- 
pitals, etc. sold. Estab. 1904. F. V. Kniest, R. P., 1537 
So. 29th St., Omaha, Nebr. 


Hospital Topics & Buyer 








n, 


of 


st 


* 
nt 
nt 
is; 
se 
le 
ar 
re 
it 
1S 


for 
tc. 
OS- 
37 


tion of the proposed new five-story 250-bed 
hospital adjacent to the present crippled chil- 
dren’s division of the Jewish sanatorium 
and hospital for chronic diseases. 

Dallas, Tex.—Construction of a $166,000 
addition to Methodist hospital is seen as 
‘an absolute necessity,’ and funds are to 


be raised through private subscription. 

Salt Lake City, Utah—A fund of more 
than $20,000, it was expected, would be 
raised in the annual penny drive for funds to 
support the Primary Children’s hospital, con- 
ducted by the L.D.A. ward Primary associa- 
tion officers, some weeks ago. 




















A.C.M.I Latex Catheters definitely represent an economy in your 
hospital. They are made by the Anode process of rubber deposition 
to our exacting specifications which result in a product that is 
homogeneous throughout their structure and not built up in layers 
as are ordinary “dipped” catheters. Be sure to look for A.C.M.I.- 
Ameran stamped in red on each catheter for your protection. A C.M.I.- 
Latex Catheters and Drains may be boiled repeatedly without detri- 
ment to their long useful life 

A.C.M.1-Ameran Black designates our semi-rigid Urethral 
Catheters. They are a rubber compound, with a lustrous smooth 
black finish. They also represent a saving when used in your ward 
and charity cases as a substitute for the relatively expensive and 
fragile silk woven imported catheter. The Ameran Black Catheters 
and Bougies may be shaped by hand to any desired curve. Just heat 
in water to higher than body temperature, shape to the desired curve, 
plunge in cold water and the catheter retains its new shape. They 
can be sterilized repeatedly by boiling Hospitals stock Ameran Black 
in assorted sizes for economy Hospitals stock A.C.M.I. Latex to cut 
their catheter costs. 


You also may cut catheter costs in your 
hospital. Send today on your letterhead for 
copies of this latest A.C.M.I. manual. Forty-five 
pages of Catheters, Drains, Haemostatic Bags 
and other surgical specialties is yours for the 
asking. Profusely illustrated, this catheter book- 
let should be standard equipment in every 
hospital purchasing department. Did you send 
for yours! Do it today. 
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The APPLEGATE LINEN MARKING SYSTEM 


Soon Pays for Itself! 


The most economical and efficient system ever devised! 

Pays for itself in one year due to saving in time Over IMPRESSION’ | 

hand markings and sorting permanent marks. 

APPLEGATE’S (Silver Base) INDELIBLE INK, heat required, 
will never wash out. 

XANNO INDELIBLE INK, no heat required, lasts many washes 
longer than other no heat inks. 


NAME, DEPT. DATE. 














Send for catalog and sample impression slip. 


na APPLEGATE CHEMICAL CO. 


by A. C. S. 5630 HARPER AVE., CHICAGO, ILL. Hand $20 


Foot $30 
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Without cost to you any of the literature listed below will be forwarded 


promptly by a reliable manufacturer. 


hospital. 
Room 1016, Chicago, Ill. 


No. 130—Hospital Service Book No. 3-A. 40-page 
catalog which gives interesting details regarding 
manufacture and use of hospital absorbent cotton, 
adhesive, sanitary napkins, sutures, gauze, sponges, 
disposable diapers, bandages, etc. Available only 
when requested on hospital stationery. 


No. 31—Infant Bathing Routine. A leaflet describ- 
ing the use of baby oil in the bathing of babies. 
A sample of the oil will also be sent upon request. 








No. 132—Intravenous Dextrose Therapy. A rotat- 
ing chart with 16 pages of additional notes, sug- 
gesting the use of intravenous solutions in certain 
conditions; indicating solution to be used, average 
initial dosage, rate of injection and total dosage. 
This chart has been accepted by the American 
Medical Association Council on Pharmacy and 
Chemistry. 





No. 131—Silent Floor Machine. A new circular 
recommending successful maintenance methods for 
each type of floor service in your establishment. 





No. 133—A New Microtome Catalog, containing 
a concise, well illustrated presentation of rotary, 
sliding and clinical microtomes and their applica- 
tions, is now ready for distribution. 





No. 90—Modern Surgical Lighting. Brochure 
showing new developments in major lighting 
equipment; also shows auxiliary spot lights often 
used to supplement antiquated overhead lighting. 





No. 18—Bandage Technique. Explains in detail 
the technique for bandaging arms, legs, hands, 
feet, abdomen, chest and head, as well as the use 
of bandages for bloodless surgery and diathermy. 
Fully illustrated, it will be a helpful aid in all 
cases where pressure, support and passive massage 
are indicated. 





No. 129—Hospital Accounting Procedure. 116 
pages illustrating and describing a complete system 
of hospital accounting forms adaptable to the re- 
quirements of hospitals of all sizes and types or 
organizations, and conforming to the uniform 
classification of accounts recommended by _ the 
American Hospital Association. Priced at $1.00 


per copy. 
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This information is practical for your 
Order by number, and address this magazine, 43 East Ohio Street, 


No. 128—A Complete System of Medical Records 
for the Hospital. A new booklet which presents 
in check-list form the approved forms for the pa- 
tient’s clinical chart and for the various depart- 
ments of the hospital, as admitting, accounting, 
etc. It is a guide for administrators, record 
librarians and records committees. 





No. 125—Corrugated Cans. 38 pages of practica: 
information on the buying and use of corrugated 
cans. Full description of all sizes and weights. 
Particular attention paid to detailed diagram of 
strength of cans for different purposes. 





No. 124—The Story of Electro-Sheet. An 8-page 
booklet describing a modern device for applying 
controlled heat safely and economically to any 
part of the human body for health and comfort. 
Approved by the Underwriters’ Laboratories, Inc. 





No. 126—Wall Covering for Hospitals. The 
adaptability with respect to appearance and clean- 
liness of this type of wall covering is of interest 
to every hospital administrator. This material is 
washable, permanent, sanitary, easily installed and 
guaranteed for a very reasonable length of time 
at moderate cost. Illustrated model installations 
and architects’ analyses. 





No. 81—Oxygen Insufflator. A booklet illustrating 
and describing the new A.M.A. accepted apparatus 
for the tracheal administration of oxygen by nasal 
catheter. 

No. 127—Tile Conduit. A two-color, 8-page bul- 
letin on Tile Conduit and Filler Insulation for 
underground steam or hot water lines, including 
illustrations of the products, details of construc- 
tion and their application. 





No. 113—Operative Procedure. Sixty-eight pages 
of full plates of operative procedure as originally 
published in the publication Surgery, Gynecology 
and Obstetrics. This series was originally made 
with the help of several surgeons whose practice 
and experience enabled the pointing out of not 
only the most timely technic but likewise the out- 
standing steps. 
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Now Made More Convenient, 
Better Tolerated, More 
Acceptable to Your Patients by 


EFFERVESCENCE- 
ALKALI BUFFERS 


Two standard anti-rheumatic medica- 
ments have been combined with an 
alkaline base in the convenient form of 
a palatable, effervescent tablet— 


SALICI-VESS 


Each tablet contains sodium salicylate 
7\/, grs., sodium iodide 1 gr., citric acid 
17 grs., sodium bicarbonate 25 grs. 


Why Effervescence: 

Helps prevent stomach irritation, en- 
courages rapid assimilation, insures 
greater ease of administration. 


Why Alkali Buffers: 


Help protect against gastric upset and 
combat mild acidotic condition so fre- 
quently associated with rheumatic 
affections. 


SUPPLIED IN TUBES OF 30 TABLETS 
Write for Samples and Literature 


EFFERVESCENT PRODUCTS, Inc. 
ELKHART, INDIANA 


April, 1938 





Complete 


HOSPITAL DAY 


Publ icity 


i Literature of Interest to You q 
Please Help. Yourself j 


Posters in Colors 
Invitation Post Cards 
. Special Letterheads 

rape Neues Movie Film Trailers 
an Gummed Stickers 
Newspaper Mats 
Special Pencils 
Hospital Bulletins 
Ribbon Badges 
Auto Bumper Signs 
Birth Certificates 
Hospital Day Buttons 
Blotters, Invitations 
A.H.A. Booklets 





Steel rack with appropriate 
folders for visitors. 


With this material you can promote a_ bigger 
National Hospital Day for your hospital. Every- 
thing for the large or small institution. 


Inexpensive Movie Film Trailers 


Your local movie houses will gladly cooperate with 
you in publicizing your hospital and National Hos- 
pital Day with an individualized trailer. 


Physicians' Record Co. 





Headquarters for | 
Hospital Day Publicity 
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161 W. HARRISON ST., CHICAGO \SS77q 


restr ee w® ws ewewerewoeeee es | | 











| G4-38 4 
i Physicians’ Record Co., 161 W. Harrison St., Chicago 4 
- Please send information on Hospital Day Publicity. ' 
Po wvveeescenecseersceeeseessenseeseecsseccstsnenessnsnaneceseneranesensnenerenes Hospital J 
8 Requested by ....... acest dechceete ae ¢ 
8 Address ..... By pobue at eel a neco eee i 
a a ' 
P| City & State 
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67 





FOR facecteece TREATMENT | 


: 
Ny 





~~ Bandages and Splints offer the ut- 


most convenience with economy for emergency 


fracture treatment. They are ideal for all plaster of 
paris work on the body, for casts as well as splints. 
They are easily manipulated, quickly applied; 
resulting casts are strong, yet light in weight. 
“Specialist” Bandages and Splints are made in 


sizes convenient for all uses. 


NEW BRUNSWICK, N. J. CHICAGO, ILL 
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SMA... NICOTINIC ACID TABLETS 
(3: Pyridine Carboxylic Acid) 


Now available for clinical use in the treatment of Pellagra* 


Nicotinic Acid, produced synthetically in the $.M.A. Corpora- 
tion Research Laboratories, is now available for biological research 
and clinical use. 


SMAco Nicotinic Acid (3: Pyridine Carboxylic Acid) is avail- 
able in standardized tablet form, in packages of twenty 100-milli- 
gram tablets and packages of two hundred 100-milligram tablets, 
or packages of fifty and five hundred 20-milligram tablets. It may 
also be obtained in solution for parenteral use and in crystalline 
form for biological use. 


Hospital research workers may also be interested in other 
SMAco biological products, some of which follow: 


Colloidal Carotene (Pro-Vitamin A) Pimelic Acid 

Vitamin B, — Crystalline and Solutions Carotene Solutions for standardization 
Riboflavin — Crystalline and Solutions Alpha Carotene (Crystalline) 
Maturation Factor and B,; Concentrate Beta Carotene (Crystalline) 


*1, “Pellagra Successfully Treated With Nicotinic Acid: 
A Case Report.” Jrl. A.M.A. 109:2054:1937. 


2. “Nicotinic Acid in the Treatment of Pellagra,” Jrl. 
A.M.A. 110:622:1938. 


3. Jrl. A.M.A. 110:289:1938 — Editorial, ‘Nicotinic Acid 
and Pellagra.” 


Write Professional Service Department for further information 


S.M.A. CORPORATION CLEVELAND, OHIO 


























HE CRUCIAL TEST — Laboratory tests 

are not always decisive. Clinical trial 
is essential really to prove the merit of new 
drugs. The Lilly trade-mark on pharmaceuticals 
and biologicals is assurance of conscientious 


testing both in the clinic and in the laboratory. 
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‘SODIUM AMYTAL/’ (Sodium Iso-amyl Ethyl 
Barbiturate, Lilly) has become the standard for 
comparison among hypnotics. Probably no 
barbiturate has had more extensive clinical trial 
and none has emerged from years of therapeutic 
use with a more enviable record for dependa- 
bility and safety. » Supplied in pulvules (filled 
capsules ) and in ampoules. Parenteral injection 


should be restricted to convulsive conditions. 
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ELI LILLY AND COMPANY 


Principal Offices and Laboratories, Indianapolis, Indiana, U.S.A. 


























